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Tower Theatre 


SEATING CAPACITY 
4000 SEATS 


63rd and Harper Avenue 
CHICAGO 


TOWER THEATRE BLDG 
CORPORATION— Owners 
LUBLINER & TRINZ— Lessee 
FREIDSTEIN & CO. 
Architects 
E. |. CLAFFEY CO 


Heating Contractors 
HEATING INSTALLATION 
Two No. 323 
One No. 324 
KEWANEE 
Smokeless Firebox Boilers 
19000 Square Feet KEWANEE 

. irect Radiation 
¥ 8050 Square Feet Blast (vento) 
One No. 45 Type “H"™ 
KEWANEE 
Water Heating Garbage Burner 












Whether it’s in a fine theatre heated well and & ‘ 
dependably for the evening’s entertainment, or eo 

whether it’s in an apartment kept cozy for your i 
return home, there you will find KEWANEE 
Steel-riveted Boilers excelling in heating service. 


BRANCHES IN ALL 


KEWANEE BSILER COMPANY — KEWANEE, ILLINOIS PRINCIPAL crttEs 


STEEL HEATING BOILERS - RADIATORS - WATER HEATERS - TANKS AND WATER HEATING GARBAGE BURNERS 
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} i There are two levers by which men are moved — fear 
d b and interest.—Napoleon. 
4 aa 
; 
4 VQGEL Plumbers are successful plumbers because 


they are interested in their work. They are interested 
in the health and comfort of their customers. 
They haven’t a minute to waste — the VQGEL Line 


keeps them stepping all day long, and it’s mighty 
prohtable stepping, too. 





ik 

% Why not get interested in the V L Line yourself, 

get 
Mr. Plumber? 
Haven’t you noticed the growing demand for VQ@GEL 
Frost Proof Hydrants and Closets? 
See your jobber now there’s all kinds of VQGEL 
possibilities mght in your own neighborhood to get 
interested in — and he'll help you — don’t be afraid 

k you’re bound to win with the VQGEL Line. 

# 

y 

| Jos. A. Vogel Co. 

| 





Wilmington, Del. St. Louis, Mo. 
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Leading Articles, in This Issue 


Complete Report of the Forty-Fourth Annual 
Convention of the National Association of 
Master Plumbers, Beginning on Page 44. The 

Report Includes— 

Full Account of Proceedings of the 
Convention in Louisville, Ky. 

Complete Illustrated Description of Exhibits Dis- 
played by Many Leading Companies. 

Report of Meeting of Women's Auxiliary to the 
National Association. 

Photographs of Most of the Delegates and Visi- 
tors. 


National 


The Annual Convention of Kentucky Master 
Plumbers’ Association. 
Special Departments 


Between Ourselves. Page 41. 

Editorials. Page 43. 

Markets—Business Conditions in Leading Job- 
bing Centers. Page 93. 

This Week—Among Manufacturers, Wholesalers 
and Their Salesmen. Page 157. 

The Trade—With Master Plumbers and Heating 
Contractors. Page 165. 


Plumbing and Heating Patents. Page 178. 
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WOLVERINE 


ORE today than ever before does the 
skill of the maker determine the worth 
of Plumbers’ Brass Goods. 


Wolverine is great as an institution and 
as a producer a quality products; not be- 
cause of plants, equipment, or financial 
resources, but because joined to these is 
the right kind of manpower that stands for 
square dealing and progress. 

The men that build Wolverine Goods 


put into their work more than skill and 
painstaking precision. 


They build into them manufacturing 
ethics and principles that subordinate ques- 
tions of price nk enails to the first and most 
important consideration of making goods of 
distinctive character and value. 


It is their undeviating desire and intention 
to furnish the Plumbing Trade ‘sien 


in which are embodied worth of character, 
material, and construction. 
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We Sell the Retail Plumbing Trade Exclusively. 


WOLVERINE BRASS WORKS 


GRAND *R’APIDS ° MICHIGAN 
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O. E. Improved Per- 
fect Packless Gradu- 
ated Supply Valve 





O-E No. 1 Thermo- 
Nickel Return Trap. 





O-E Direct Differential Return 


Trap. 


C : 











O-E Improved Air Exhauster and 
acuum Valve O-E Improved Per- 

fect Ball Check Water 

Seal Return Fitting. 


O-E All Metal “3 in 1’ Combination Damper 
egulator. 





O-E No. 2 Thermo- 
Nickel Return Trap. 


3-in-] 


Heating Specialties 





form the simplest and most flexible ©-2 Reuse Type Bel- 


anced Swing Check 


heating system ever devised. Oper- gnsed 


ating on the thermos bottle principle, 
it provides VAPOR part of the time 

VACUUM most of the time—PRES- 
SURE when desired. Let us send 
you positive proof of the way in which 
the O-E System has enabled heating 
engineers to solve expeditiously and 


economically requirements of — their 


clientele. 


Send for Complete 
Engineering Data 


O-E SPECIALTY MFG. CO. 
10 Keefe Ave. Milwaukee, U. S. A. 





No. 1 O-E Compound ‘3 in 1” 

Gauge. Alo furnished with 

Double Retard. Vacuum to 
30’— Pressure to 30 Ibs. 





In One Heatin 


—)\5) combines the advantages of hig 
VAPOR~VACUUM~PRESSURE 
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HERE are the winners of the great EverHot National Master 
Plumbers’ Window Display Contest that closed May 15. Peautt 

ful and effective Evertiot windows were entered by plumbers rs 
throughout the entire country. To pick the best among them was 

not an easy task. The judges feel that the winning displays shown 
here and those given honorable mention reflect credit on the entire 
plumbing trade and prove that the best and most progressive 
plumbers everywhere are pushing and endorsing the E.verHot 
Our congratulations to the winners and our thanks to the entire 
plumbing fraternity for the interest shown! 














6th to 35th 
Prizes 
The Wiebke Co 


indiepepetie, Ind 
E. strom 
Kaan City, Mo 
Wm. Helmer 
Cincinnati, Ohio 
O. Wassmer 
— N.Y. 
ter 
Philedclphie, Pa. 
E. J. Willman & Son 
Louisville, Ky. 
F. Grethel 
Syracuse, N. Y 
Geo. E. Bywater 
Plumbing Co. 
Salt Lake City, Utah 
Andrew & Cameron 
Detroit, Mic 
H. W. Dean Plumbing 
mpany 
Rochester, N. Y. 
Lindquist Plumbing 
Company 
Cleveland, Ohio 
Geo. K. Banzhof 
Detroit, Mich 
Barrett Hardware 
Compan 
Joliet, tl 
Frank Irish 
Indianapolis, Ind. 
Robert P. Clark 
Arkansas City, Kan. 
E. L. Salzer 
New Orleans, La. 
Geo. Eichenlaub 
St. Louis, Mo. 
Cc. C. McCoy 
Portland, Ore. 
A. H. Riviere Co. 
Summit, N. J. 
Ralph C. Hinds 
Me 










































First Prize, $100.00, to the 
service Plumbing Co., In- 
dianapolis, Ind. 


2Zna 











T. H. Decker & Co. 
Highland Park, Ill. 
Pioneer Plumbing & 
Heating Co. 
Toledo, Ohio 
Fred Armbruster 
St. Louis, Mo 
August G. Maass 
Plumbing Co. 
St. Louis, Mo. 
Twin City Plumbing & 





Second Prize, One Junior 
EverHot, to the American 
Plumbing & Heating Co., 
Minneapolis, Minn. 


Whitney Plumbing & 
Heating Co. 








Indianapolis, Ind. 





Third Prize, One Baby 
‘rand EvyerHot, to Fred 


Flader, Evanston, Ill. 


nanv. Omaha. Neh. 





maha, Neb. 
Broadripple Plumbing Co. 





Fourth Prize, $25.00, to the 
Superior Plumbing Com- 





Honorable Mention 


Because of the excellence of 
have extended the list of tl 
od « special award of a ha 


Cunningham Plumbing & 
leating 
Kansas City, Mo 
Fred J. Dyer & = o. 
Grantwood, N. 
Johnson Plornbing & 
Heating Co. 
Minneapolis, Minn. 
The Jardine Plumbing Co 
Chillicothe, Ohio 
A. Kutz 
Niles Center, Ill 
Schall 
Syracuse, N. Y 
w.s — 
Syracuse, Y 
Vandeburg a Milter 
Syracuse, N. 
Jas. D. Fowler 
Detroit, Mich. 
Wm. F. Pousho Plumbing 
& Heating 
Detroit, Mich. 
Louis Ziegler 
Ridgefield Park, N. 

H. Staddan Co 
Minneapolis, Minn 
The Hill Plumbing Co 
Grend Rapid Mich 






Indiana 


Broad R 
In 





pol 
Capital Picea ing Co 
Indianapolis, Ind. 
Otto Shultz 
Portland, Ore. 
M. W. Cosby 
Portland, Ore. 


< J. Burne 
Portland, Ore 
Shultz Bros 
Portland, Ore 
E. A. Bohren 
Portland, Ore 
Alberta Plumbing & 
Heating Co 
Portland, Ore 
Standard Plumbing & 
Heating Co 
Portland, Ore 
Wm. F. Freise 
St. Leuia, Mo 
H.C. Pisher 
Toledo, Ohio 
C. E. Boughton 
Toledo, Ohio 
Chas. F. Graham 
St. Louis, Mo 
G. R. Elphingstone 
St. Louis, Mo. 
Robertson Plumbing Co 
Bayside, N 
Frank Siewert & Son 
levee, Ohio 
G. Moore 
», Ohio 





Indianapolis, Ind 
Thos. Connell Co. 
Indianapolis, Ind. 


Grant G. Rydberg 
Plumbing Co. 
Omaha, Neb 
E. J. Sellmeyer 

Indianapolis, Ind 


THE JUDGES 





Frank W. Shuell, John 


Heater Company. tional 


of Master Plumbers 








Fifth Prize, $10.00, to Al- 
Hoffman, Mont- 


fred J. 
clair, N. J, 








J 
President EverHot Past President Na- Vice-President 





Vogelpohl, H. H. Ohimacher: 


Association Brooke Smith & 


French, Ine 


SverHlot Heater Co. 


5211 Wesson Ave. 


Detroit, Mich. 
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| o New Measure of 
Pipe Values - 


isitmade SCALE FREE 7 


ONGER life with greater ultimate economy in the plumbing 

and heating lines; this is a value in pipe sought after by 

the owner, the architect and the plumbing and heating con- 

tractor. The Scale Free Process, applied to “NATIONAL” 

Butt-weld Pipe, sizes 14 to 3-inch, aids greatly toward this 

desired end. It is a new measure of pipe values—a difference 
in pipe advantage. 


The process is entirely mechanical. The “mechanical hands” 
which remove the scale consist of a series of specially designed 
rolls which are found only in the pipe mills of National Tube 
Company and are, therefore, an exclusive “NATIONAL” 
feature. Welding-scale is formed by the hardening of the 
molten flux which forms on the skelp when heated to a welding 
temperature. Users of pipe the world over realize the difficul- 
ties encountered from this scale and readily appreciate the 
value of a scale free pipe. 


Briefly, here are the advantages gained by the Scale Free 
Process: a better base for galvanizing or other coatings, due 
to clean, smooth surfaces; greater delivery capacity and less 
friction loss because of little obstruction to the flow; less 
chance of damage to valve seats or the clogging of small 
orifices by loose scale; and minimized corrosion—particularly 


pitting. 


Plumbing and heating contractors will be interested in the 
details of this process and its advantages. Write for a copy 


of “NATIONAL” Bulletin No. 7. 


NATIONAL LUBE CoMPANY 
Frick Building, Pittsburgh, Pa. 
DISTRICT SALES OFFICES IN THE LARGER CITIES 
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Many of your customers cannot understand the 
reason for that one hour charge of $2.00 plus overhead 
and profit for “one small job of just putting on a self- 
closing washer.”” You can eliminate unpleasant argu- 
ments over too frequent repair jobs and petty bills by 
installing ‘““U. S.”” Maroon Self-Closing Cushions. 


“U..S.” Maroon Self-Closing Cushions are specially 
compounded from pure gum of the highest quality 
and designed for self-closing faucets by the United 
States Rubber Company, the world’s largest grower 
and manufacturer of rubber and its products. This 
cushion will not spread or cur]. It is cushion-like 
without being flabby—thus insuring a tight job, even 
on an imperfect seat; and it permits a “drop tight”’ 
shut-off of the faucet. This not only eliminates leak- 
ing, but also hammering and pounding. Alkaline 
solutions will not affect their unfailing serviceability- 


Either in new plumbing installations or in replace- 
ments on repair jobs, good merchandise is essential 
for repeat business. Experienced Master Plumbers 
who take pride in their work and who give full value 
to their customers are finding that “‘U. S.’’ Maroon 
Bevelled Cushions give better, longer and more satis- 
factory service. 


The “U. S.” Maroon Line of Plumbers’ Specialties 
is complete in every detail. Each item is rigidly 


“US. MAROON LINE 


of Plumber’s Rubber Specialties 


Here is the Better Bevelled Cushion for Self-Closing Faucets 





tested and inspected to render the best service. Write 
today to the nearest United States Rubber Company’s 
branch for a copy of the “U. S.’’ Maroon Plumbers’ 
Specialties Catalog. 

Here are some of the items in the ‘‘U. S.’’ Maroon 
Line of value to the Master Plumber who wishes to 
assure his customers of high grade installations: 


Tank Balls Force Cups 
Hard Rubber Float Balls Ring Gaskets 
Fuller Balls Valve Washers 


Rubber Elbows and Connections 
Drainboard and Bath Mats 


Steam Packings 
Union Washers 


“U.S.” Maroon Plumbing Supplies sold only to Licensed Master 
Plumbers and Steamfillers and are Manufactured 
and Marketed Exclusively by 


United States Rubber Company 


TRADE MARK 
Executive Offices: 


1790 Broadway, New York City 


These branch stores are Headquartersf or ‘‘U. S."" Maroon Line 


61 Hudson Street 
New York City 


300 Second Street 


San Francisco, Cal. 


280 Summer Street 
Boston, Mass. 


440 West Washington Street 
. Chicago, Illinois 








FOR:YO 


“YS 
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UYING from the 
nearest jobber 
saves you time and 
trouble. 


All jobbers stock 


GENUINE 
ARMSTRONG 


PIPE TOOLS 


for your convenience. 


It is to your advan- 
tage to buy direct 
from them. 


a0 
The Armstrong Mfg. Co. 


284 Knowlton St., Bridgeport, Conn. 


New York Office: 
181 Lafayette Street 
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Boilers May Come and 
Boilers May Go— 


But the KaxtLeax 


(Goes on Forever! 














The trade mark word ‘“‘Kantleak’’ means a lot in these days 
of competition in the plumbing supply industry. When a jobber 
or a jobber’s salesman, or the plumber pushes the sale of the 
‘“‘Kantleak”’ boiler, he has something real to talk about and 
does not have to simply offer a cut price for the business. 
































“Kantleak”’ Range Boilers have always held an enviable 
reputation for being of high quality. They have been built 
up to a standard, not down to a price. They are riveted and 
welded at all seams, thoroughly galvanized inside and out and 
combine the best electric welding practice with the best riveting ~ 
practice. In sum total, they represent the last word in range 
boiler construction. 


SS RR 


For the Better Class of Work 


“KopstTee, Double Extra 
Hear 


Besos cad 






TRADE MARA 
EC US Par ore. 


There is only one ‘‘Kopsteel’’ boiler. This is a trade mark 
word of this Company. It is applied only to Double Extra : 
Heavy Range Boilers, made of ‘‘Kopsteel,’’ a special rust- ~ 
resisting steel, which adds many years to the life of the boiler. ~ 
“‘Kopsteel”’ boilers are guaranteed for six years, credit based on 
service period. They should always be used for the better class 
of work where the owner wants to pay a few more dollars to 
secure the best in galvanized range boiler construction. 


Ask your jobber for riveted and welded “‘Kantleak”’ boilers. 
He will supply you if you ask for them. 





Sold IV the Plumbing Supply Wholesaler 


Manufacturers ) Manufacturers 
of *‘Kantleak’’ of 
Galvanized “PACKO” 
and Automatic 


ba] 
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Copper Storage be 
: # 
Boilers Systems * 
BAILEY-FARRELL MEG. CO. CAMBRIDGE, MASSACHUSETTS, VU. Inc: A. THE WALWORTH OHIO CO. 4 
Pittsburg, Pa. New York Office: 210 E. 45th Street Cleveland, O. 3 

Huntington, W. Va. Charleston, W. Va. JOHN G. KELLY Youngstown, O. Erie, Pa. x 


Distributors Distributors 
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Sunburn and 
Blisters 


This is the time of year when people take vacations. 
Other things they take are arnica, quinine and penny- 
royal. 


American Plumber 


A lot of people who haven't done a tap of work all year poy tl en 


go out and try to do it all in one week. 


They burn up a lot of hide, and money, and get a lot of blisters that 
cost them about $9.83 per blister. 


If you want blisters, there is a cheaper way to get them than that. 
Use cheap tools— 


A die-stock that works as easy as the wheel of a whaler in a 60-mile 
gale, a die that won’t cut butter. 


Blisters are fine when you are on avacation. They are a darned nuisance 
when you are on the job. 


There aren’t 11 cents worth of blisters in a thousand dollars worth of 
Nye tools, not even at vacation prices. 


They cut faster, easier and smoother than any other, and give you an 
all-year-’round vacation from a lot of hard work. 


ye ee 


The Nye Tool & Machine Works 


4120-30 Fullerton Ave. Chicago, Illinois 


NYE NIPPLE WRENCH 
RATCHET HANDLE 


o=--— NYE 


RATCHET REAMER 


A time and labor saving tool for the steam- 


NYE—the Die Man 
Pipe Tool Maker to the 








fitter. This ratchet handle makes the mon- 
key or pipe wrench unnecessary and 
enables you to get into tight corners. 


Net Price, Complete with nipple 
OO as ss OP 
Net Price, Ratchet handle only . 4.00 


A high class three blade reamer. The blades 
which are firmly imbedded in body to pre- 
vent misalignment, are made of the highest 
grade alloy steel obtainable. Will ream from 
V4" to 3” pipe which makes this tool take the 
place of any two reamers on the market. 


Net Price $6.00 
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Scientifically designed 
draft hood. 





STAR-DEE thermostat 
Instant action. No 
springs, toggles or mag- 
pote. (Patent applied 
or). 





Temperature adjusting 
screw with wide range. 


Extra Heavy storage tank 
of copper bearing steel. All 
seams Double Seal — both 
riveted and wel 


Heating unit entirely 
removable. 






Cold water talet with 


drain coc 










Flare prevents condensa- : 
tion (of which there is very 2 
little) from dropping on 7 
burner. 


Blue flame pilot. 





Double Seal seams — both 
riveted and welded. 











STAR-DEE safety control. 
Shuts off main gas supply if 
pilot is not burning. (Pat- 
ent applied for). 








Barber burner. Trouble- 
proof. 








Cast iron base. 


“Hot-dipped” galvanized 
drip pan. 





Detachable cast iron legs. 
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RADICA 
| IMPROVED~ 
| WATER HEATER 


If 


Safety 

Freedom from service 
Assured profit 
Economy 

Easy installation 
Low cost 

Durability 

Wide market, and 
Sales cooperation 


mean anything to you in connection with a water 
heater, you are going to be vitally interested in the 
STAR-DEE Gas Fired Automatie Water Heater. 


Look over the outstanding features detailed on the 
sectional view shown on the opposite page. 


Note the revolutionary method of incorporating 
the heating unit in the tank itself, which puts the 
heat into the water and not the water in the heat 
which secures large water passages and does away 
with the disadvantages of coil or spreader. 


Note the safety control on the main gas line. If 
the pilot goes out for amy reason, such as turn- 
ing off the gas by the Gas Company or the creation 
of an unusual draft, this safety control commences 
to function by closing off the gas to the burner, 
which cannot be turned on except by re-lighting 
the pilot. This feature alone will sell many STAR- 
DBE Water Heaters and will protect owners from 
seriows accidents and porsible loss of life. The 
STAR-DEE is the only inexpensive heater on the 
market equipped with any type of safety control. 


Note the simplicity of the thermostat action, which 
is secured without the use of Springs, levers or 
magnets. This thermostat has been prowen in serv- 


fee and individual units have functioned many 


more times in laboratory tests than would ever be 


re 
* 





necessary during the lifetime of a heater. This 
thermostat can be easily adjusted on the job. 
These three features all have patents pending. 
Note the Barber burner, which has thoroughly 
proven its value and which because of the instant 
action thermostat and the use of a separate pilot 
is either entirely out or burning at the point of 
highest efficiency and which will neither soot up 
or flash back. 


Burners furnished for matural, artificial or mixed 
gas. 

Note the storage tank made of very heavy rust- 
resisting copper-bearing steel and with the well- 
known DOUBLE-SEAL Riveted and Welded 
construction at every seam. Sufficient to say that 
the quality of it equals that of the well-known 
STAR NACO Boiler. 

There are many other points of merit all of which 
can be summed up in the simple statement that 
the same high quality, which has always charac- 
terized the products of the Detroit Range Boiler 
& Steel Barrel Company, is being built into this 
heater. 

The heater will be made in accordance with the 
long established and well proven Company policy 


“Through the Plumbing Trade Only” 


and will be so labelled. 


Service tests have convinced us that through low 


gas consumption, low radiation loss and unusual 
heating efficiency, the STAR-DEE Automatic is 


the most economical and efficient water heater in 


its class. 


Further, and very important from your profit 
standpoint: The STAR-DEE Automatic will require 
practically no service, for the things that require 
service in most heaters have been eliminated. 


Write for complete information on the STAR-DEE Automatic 
Water Heater to the Main Office or to our nearest Branch, 


Detroit Range Boiler & Steel Barrel Company, Detroit, Mich. 





NEW YORK 


TRENTON TOLEDO 


CHICAGO ST. LOUIS 


SAN FRANCISCO 
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ACK of every piece of BIG- 
NALL Plumbing Equipment 
stands 70 years of intensive 


manufacturing experience—ex- 


MEDINA., 
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perience which assures you of % 
getting the kind of merchandise a 
that will more than make good, oe 
every time. fs 
The specialties shown are but a if 
few from our very complete line. oy 
You’ll find the others in 5 
DOMESTIC ENGINEERING) #& 
Catalog Directory—or we'll gladly 2% 
* send you special descriptive litera- e 
* ture on request. et 
a s 
2 Order from your jobber a 
& fae 
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Taber Sump Pump 





Taber SL Type 
Centrifugal Circulating Pump 





AUTOMATIC 
‘wp 4 SWITCH 








a 





Plumbers who aim to please their customers 
with the least possible trouble are finding it 
decidedly to their advantage to install TABER 
Pumps. This is particularly true of the 
TABER Sump Pump, shown at the left. This 


pump meets every requirement for a high 
grade durable and noiseless Sump Pump with 


It is easily installed, being a self contained 
unit suspended from a cast iron plate. These 
pumps are all equipped with high grade 
moisture proof vertical motors which are 
operated by automatic float switches. These 
pumps are all equipped with the famous 
rubber cutless bearing which resists the action 
of grit which may be present in the drainage 
water. 


Write for details describing this 
and other famous TABER Pumps, 
their capacities, etc. Do it now. 


“Pump Specialists’ 
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Taber House 
Pump 


Taber Midget Sump 
Pump for Cellar Drainage 
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“AVON”? SEMI-VITREOUS : 
PORCELAIN WARE 4 


Plate 78E— Junior 





Especially Adapted for Schools— 
No Boy too Small to Use This Stall 


The first cost of these two Duplex stalls is 30 to 50°%, less 
than a two-piece battery of 18 inch or 24 inch old style 
regulation stall urinals. 
Sanitary conditions 
are improved to the 
state of absolute per- 
fection through the 
elimination of unsight- 
ly, troublesome and 
unsanitary joints. 
The inlet spreader is 
made of earthenware, 
integral with the top 
of the stall, and flushes 
thoroughly every part 
of the surface to be 
flushed. 





Sold through 







jobbers 

of 
ES plumbing 
posse supplies. 








We recommend 
this type of uri 


Write us 
























nal (Plate 70E) 
for all classes - for * 
buildings where descriptive ’ 
— circular. NRE we 
Wheeling Sanitary, Mfg. Co. 
Wheeling West Virginia 
VITREOUS CHINA—Closet Bowls and Flush tanks of all kinds. . 
: SEMI-VITREOUS PORCELAIN ’ ee 
Baths, Sinks, Lavatories, Drinking Fountains, Urinal Stalls, etc. 2 


ENAMELED IRON-Baths on feet and on base. 
LAVATORIES AND SINKS 
BRANCH OFFICE AND SHOWROOM: 
315 WRIGLEY BUILDING, CHICAGO, ILLINOIS 
Edward H. Sinn, Warehouse 119 Bergen Street, Harrison, N. J 
JOHN J. HICKEY, Representative 


Office; 49 Federal Street, Boston, Ma 
Distributing Warehouse: 240 Albany. St. "Cambridge, Mass. 


IINS 
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How many stocks does one 


REED Ratchet Stock replace? 


Just count it up for yourself! To do the same work that 
one REED Ratchet Stock will do, many plumbers will use: 


One Ratchet Stock for left hand 
threads, for pipe sizes '4 inch and 34 inch. 

One Ratchet Stock for bolts, size 1 
inch to 2 inches, right hand. 

One Ratchet Stock for bolts, size 1 
inch to 2 inches, left hand. 


One Ratchet Stock for right hand 
threads, for pipe sizes 1 inch to 2 inches. 
One Ratchet Stock for right hand 
threads, for pipe sizes !4 inch and 34 inch. 
One Ratchet Stock for left hand 
threads, for pipe sizes 1 inch to 2 inches. 


The REED Ratchet Stock can be used with any die, to cut any thread 
-regardless of thread pitch—within its size range. Including 14-thread 
casing dies. British Standard thread, American Standard thread, etc. 
Cuts threads for any purpose. Taking the place of 6 or 8 stocks is only 
one of the many fine features of this REED tool. 


The handiest pipe stock ever made, and it’s also 
the quickest starting and easiest cutting 


It has no lead-screw! The REED Dies have a double threaded throat 
that takes hold of the pipe instantly, burr or no burr, and draws the tool 
right ahead. Starts and cuts with so little effort that it makes threading 
2-inch pipe an easy one-man job. 

And the full length dies cut perfectly true threads, that give tight joints. 


Get the description of this tool, in our folder: ‘‘HE DIDN’T 
BELIEVE THE DIE WAS CUTTING!” Tear off the coupon 
and mail. YA 


7 
7 
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Ps Company Name 


ADdress 


REED 


MANUFACTURING COMPANY, ERIE, PA. 












Simple, 
and very rugged 


Has 15 to 20 fewer parts 
than other Ratchet 
Stocks. And it stands 
the hardest kind of ser 
vice. All parts guaran- 
teed against breakage 


Saves time-—you don’t 
have to hunt around for 
a bushing to fit the pipe, 
or turn up set screws to 
clamp the stock to the 
pipe. The four jaws of 
the adjustable guide, 
working on a cam, center 
the stock instantly by 
the turn of a small arm 


7 
7 
7 
7 
, 4 Reed 
, 4 Mfg. Co., 


o Erie, Pa. 


Gentlemen: 
Be sure and mail me 


new folder “HE 


DIDN’T BELIEVE THE 
DIE WAS CUTTING!"—tell- 
£ ing about the Reed Ratchet Stock 
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4LLTELL THE WORLD 
“and. here's why- 
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It’s easy to use. Every thread is 
sharp and clean, with just the right 
pitch to make up tight and stay that 
way. And it’s got weight enough to 
stand a real yank on the last turn— 
not a weak spot anywhere. Then 
again, it needs no gasket. Best of 
all, I don’t have to pick ’em over — 
EXCELS are all-good. Yes sir, it’s 
a real union, the kind I can install 
and forget. 


Providence Fittings (Co. 
7 Water Street 


Boston, Massachusetts 
New York Office 210 E. 45th St. 
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IT'S A REAL UNION? 


Most good jobbers carry 
EXCEL UNIONS. If 
yours does not, write us 
direct and we will send 
you the name of our 
nearest distributor. 











22 


DOMESTIC 


a 
Pls m7 es 
Sr a PRCA 


AE 


——_ Le 


ENGINEERING 
































San-Equip Septic Tanks 


Made Exclusively for the 
Plumbing Trade 


Home size SAN-EQUIP sells to your customer 
for only $48 now completes your job — makes 
friends and customers and extra profits. 
Material — Made of Iron, the plumbers’ mate- 
rial, — Copperoid Iron, 12 gauge and 14 gauge. 
Design — Follows U. S. Public Health Service 
— best known authority. 

Durability Mineral enamel rust proofing in- 
side and outside makes the tank as permanent 
as plumbing. 

Capacity — From single home units to large 
groups. 

SAN-EQUIP Septics are dependable. Plainly 
branded, — don’t take chances by accepting 
substitutes. 

Thousands in use — no failures. 


Your jobber can deliver promptly. 


Write Us for Sales Helps 
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“SAN” is a good’feeder. Takesevery- 
thing you give him and makes the 
best of it. Never off his fare. Never 
slips a day. He’s a full time, 24 hour- 
a-day health-officer. All “SAN” asks 
is a reasonable working arrangement, 
just a few simple provisions in his 
contract and he'll stay with you right 
along. No back talk, no strikes—just 
work, work, work all the time. Put 
“SAN” on that next suburban job and 
see him go toit. He can’t be beat at 
any price, and you won’t need to pay 
more. Want him to come soon? 


Chemical Toilet Corporation 
Syracuse, N. Y. 
- 
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Every 


Walworth 


Brass Fittin 
is tested 


Under Water 


Like many manufacturers we 
formerly tested only one brass fitting 
out of ten, but now we assume 
nothing, — every individual piece 
must be tested. The smallest bub- 
ble of air (under a minimum pres- 
sure of 75 pounds per square inch) 
means rejection on the spot. 











Following the Walworth check-up 
for accurate threading, this test as- 
sures the leaklessness and uniformity 
of all our brass fittings when they 
finally come to be installed. Your 
regular distributor has Walworth 
Cast Red Brass Fittings or can ¢et 
them for you promptly. 


WALWORTH COMPANY, Boston, Mass. Distributors in Principal Cities of the World 


Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Artalla, Ala. Walworth, International Co., New York, Foreign Representative 


WALWORTH 


‘‘WHATEVER YOU BUILD, YOU NEED WALWORTH” 
Valves, Fittings and Tools for Steam, Water, Gas, Oil and Air 
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Used by 30,000 
Plumbers 


‘“‘X’’ Liquid has also been used for 


years by Standard Oil, Gen. Elec.; 
Am. Tel. & Tel., etc., and the U. S. 
Govt. on All Aeroplane endurance 
flights from the Trans- Atlantic Flight 
in 1922 to the MacMillan Arctic Ex- 


pedition in 1925. 
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HOW much larger would your business 
be today if you had advertised con- 
sistently since the first day you opened up? 



























* + * * + % 





CAN you name any business which has 
grown out of the one-man class which hasn’t 
been vigorously and constantly advertised? 


% % % % % * 


HAs your business grown so that today it 
stands at the point you hoped it would—or 
is it developing too slowly? 


* * *% % x * 


How many products do you use in your 
business or in your home that aren’t ad- | 
vertised? Not many, are there? 


% + % ¥ ¥ ¥ 


If you will answer these questions frankly, you will admit 
that your own business needs advertising. 


Use ‘DOMESTIC ENGINEERING” Advertising Editorial Service. 
12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! ef 





, DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 


Please enter my order for service of Advertising Editorials. 
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( AYWILLIE WILLIAMS enables any 
_ plumber to speed up production 
_ 3 times faster—get one working 
| foryou - - - - +--+ +. + |] 
F 
You wouldn't give the other fellow the odds of an automobile in a race—a motor car can 
go many times faster than a man can run. 








Why handicap yourself and give your competitor a “head start’ on pipe threading? If he 
has a WILLIE WILLIAMS and you haven't, you can’t win. Speed, accuracy, money-saving — the 
WiLtiE WILLIAMS gives him every possible advantage. 


The WiILLie WILLIAMS is a machine tool. It has weight, portability, and solidity. “It only 
moves around when you want it to.” 


Pipe threading work should make money—not waste it 
Every day, more plumbers decide to production, by a well-organized, well 
put themselves on equal footing with 
the thousands of WILLIE WILLIAMS 
users. They are tired of paying three 
times for threading, cutting and ream- 
ing pipes, bolts and nipples—work that 
a WILLIE WILLIAMS does in a single 
setting. 


established plant assures its reason- 


able price. 


It is the most profitable investment 
a plumber can make. It pays dividends 
in time saved, operations saved, ma 
terial saved and exhausting labor 
saved. Mail the coupon for the WILLII 


They are through with having time Wituiams booklet., 


used up on pipe threading which ought 


saps Williams Tool Corporation 
to take seconds, instead of minutes. 


Erie, Pa. 








Did you know the WILLIE WILLIAMS r criennenapeammmnmeiCeneiee 
threads three times as fast as the old P FREE OFFER COUPON 
enD me the Willie Williams booklet whict 
methods? will tell me how to increase my prof 
| Name 
And you get value —a quality ma- icin 
chine at a quantity price. Quantity { City State 








WIILLIE 


PORTABLE POWER 
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HOME IS WHERE THE HART IS 
























The Oil Burner of the Future 


Every heating engineer owes it to himself and his patrons to deal frankly with the 
question of fuel for oil burning equipment. 





He knows the greater heating value of low gravity oils. He also knows the tendency 
of the “cracking” process to take more and more of the intermediate fractions for 
gasoline. The safe, sure and economical supply of fuel oils for heating lies at the lower 
end of the scale. 


Because of its unusual ability to burn oil as low as 28 degrees Baume test, the Hart 
Oil Burner holds a high place with engineers. On that basis it is listed as standard 
by Underwriters’ Laboratories, Inc. And of course it burns the higher gravity 
distillates equally well. 


In selecting an oil burner, be sure to select a type for which fuel will be plenti- 
ful in the years to come. In addition to this assurance, when you choose the 
Hart, you get also cleanliness, certainty of performance and silent, odor- 

less operation. 


For the information of engineers and architects,we have made upa folder 
giving brief specifications and other important facts about the Hart Oil 
Burner. A ready reference guide for busy men. Your copy will be 

gladly forwarded without cost upon request. 
We offer also a fine booklet on the Hart Electric Icer, a new 
and highly developed electrical refrigerator for homes. 
Send for it today. 


W. B. WILDE CoO., Peoria, Illinois 


We invite correspondence in unoctupied territory 


r= 


A deferred payment plan offers 
the customer a special induce- 
ment to buy in summer erator for the home 


HART OT¥Y BURNER 


Hart Electric Icer. Anewand 
highly developed iceless refrig- 


W. B. WILDE CO. 

2127 North Adams Street, Peoria, Illinois a 
You may send me without cost or obligation: 
Special folder on Oil Heating. 

( Booklet on the Hart Electric Icer. eee State. 
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Those engaged in plumbing, heating, 
wiring and allied trades have given a 
whole-hearted welcome to the Bur- 
roughs Portable. Over 23,000 are now 
in use—a considerable percentage by 
domestic engineers. 


The Burroughs Portable adds up to 
$1,000,000.00; has standard visible 
keyboard and one-hand control. It 
is very simple to operate. Because of 
its convenient size it is easily carried 
wherever requited—even from busi- 
ness to the home. 


For figuring the items of a job or the 
purchase of materials, for taking in- 


Delivered in USA 
Easy terms if desined 


4100 
\ 


Burroughs 
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LCULATING AND 





Built by 






Craftsmen 
Backed b 






Was 


ventory of stock, for aid in balancing 
the ledger, making out bank deposit 
slips, figuring returns for income tax 
and for all general figure work this 
machine has no equal. It saves 
money and time all along the line. 


Behind the Burroughs Portable are 
Burroughs guarantees and Burroughs 
service and the greatest value in 
figuring equipment ever offered. The 
price is only $100—easy terms if 
desired. 


' Call the nearest Burroughs office or 


mail coupon for free demonstration. 


BURROUGHS ADDING MACHINE COMPANY 
DETROIT, MICHIGAN 


BOOKKEEPING 


- CALCULATING 


AND 


BILLING MACHINES 






The Domestic 


Engineer 
Waiting for the 





Portable Adding Machine 


Mail This 
Coupon Today 


Burroughs Adding Machine Co. 

634 Second Boulevard, 
Detroit, Michigan 

I would like to have a free dem- 

onstration of the Burroughs 

Portable Adding Machine. 

Name = 

Street 

State__ 








MACHINES 


BILLING 
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Fig. J-46C 
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Fig. K-15 


“SAACO” Labos; 
Will Make Mone 


Every dollar saved in labor expense is a dollar added to the net 
profit on the job. “‘Saaco’’ Cast Iron Plumbing Specialties are all 
labor savers and therefore money makers for the plumbing 
contractors who use them. 
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Fig. J-49A 
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Only a few numbers from the complete ‘‘Saaco”’ 
Line are shown on these pages, but they are 
characteristic in their design and a brief descrip- 
tion will serve to illustrate the point. 


eeietietned oe 


Consider the “‘Saaco” Ideal Universal Range | 
Boiler Stand (Fig. J-48). It supports any size ) 
or make of boiler and can be assembled and in- | 
stalled in a moment’s time. Just screw it into the bottom of the | 
boiler, turn up the lock plate and the job is done. : 


sw nrnOoUWG AO om Db ow 











For those who prefer the other type, the ‘“‘Saaco’”’ Tripod Boiler * 
Stand (Fig. J-49-A) can be set up just as quickly. It is adjustable ti 
for 11!% to 14-inch boilers. Moreover, the legs are inter- 
changeable—a further time saving feature. i a 


a: if Order Through Your Jobber | y 


Sanitary Comp, 
LINFIEUgN 


Fig. J-48 
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Fig. J-117 





Edelco Bath 
rap 
No. 25-A 
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Fig. J-57 

Alberene 
Pattern Wash 
Tray Legs 




















Fig. J-21 




















Saving Specialties 
e¥Yor You in 1926 


et 
ll} 
1g | 

' 
5 | Edelco Bath Trap No. 25-A is designed for use 
' on leg or base type bath tubs. It assures an 
empty tub in half the usual time. There is 
practically no stoppage because of the absence 
of bends, and the direct motion of the water 
ve | makes it self scouring. 





Fig. J-151 

















The use of Ideal Closet Bends will save a dollar or more on 
every job and they make a really durable, sanitary job. There’s 
a size and type for every need. 
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The ‘‘Tite’’ Calkible Cesspool can be repaired 
without breaking the surrounding cement. It is 
easily and quickly attached by means of set screws which 


give quite a range for adjustment. ne 





And so we might go on-—about our many labor saving special- 
ties—but all you need to remember is the word “‘Saaco’’. Specify 
it whenever you order cast iron plumbing goods and you’ll get 
the most improved product of its kind. 


LL 











Write Us for Complete Catalog 
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Ring Boiler Stand. Adjust- 
able Height. Fig. J-50A 





















Edelco Round Top 
Water Box 





Fig. J-115 
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P. B. F. 
P. B. F. 


P. B. F. 
rae: 


P. B. F. 


Care used in manufacture 
makes P. B. F.’s the logical 


Brass Fittings to use where 


quality and workmanship 
are appreciated. 





Look for the Brand. 
PHOENIX BRASS FOUNDRY 


IRVINGTON, NEW JERSEY 
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A Closet Tank is only 
as GOOD as its Fittings! 


| 








N O matter how good the tank— 
it can never be best unless it is 
equipped with fittings that will 
give life-time service. 

















THE DELANY FITTINGS BANISH 


—The Soft Rubber Ball from the Valve 
—The Squeal and Whistle from the Ball Cock 
—The Troubles from the Lever 


You can be sure that any tank when equipped with 
Delany Fittings becomes a better tank. Its effi- 


ciency is improved. It will operate perfectly every 
time. All tank fitting troubles have been corrected. 
No go-backs to the job and dissatisfied customers. 


You will be pleased with the simple construction 
of Delany Fittings—they have no unnecessary or 
complicated parts. The material and workmanship 
is of the best. Improved manufacturing methods 
make it possible to sell them at a reasonable price. 
Drop us a line and we will give you further particulars 
about these money making, trouble-proof, Delany 
Fittings. 


Coyne £ Delany Co 


Fittings — Delanyite Tanks— Seats 


Demand Dh LANY FITTINGS 


(Order them}by name from your favorite supply house) 
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BUTALL CH 


I he CXPoO ed 

metal valve-sten 

between the china 

handle and china « 
cutcheon of the ordinar 
fixture must go. Now that 
DECECO PATENTED ALI 
WHITE CHINA OVERLAP CON 
STRUCTION has disclosed a better 
cleaner and more beautiful fixture with no 
exposed metal, the illogical construction of th« 
ordinary fixture is apparent to all 


Just as the “‘china-cased’ closet connection has re 
placed the metal on 0 DECECO ALL-WHITI 


CHINA FAUCET CONSTRUCTION which merges thi The reason is plain—everybody wants beautiful, easily) 
lavatory and fixture into one beautiful All-White unit, i cleaned, All-White China in preference to unsightly, tarn- 
upplanting the part nickel and part china fixture so di ished metal 


tinctly out of place on the All-White Lavatory Slab 
If you are still using the part nickel, and part china fixtures, 


L-verywhere you see this new and better All-White China you should investigate DECECO ALL-WHITE CHINA 


Construction. The country foremost china lavatory FIXTURES. Priced so that they can be used on a large 
manufacturers standardize on it. The finest installations percentage of installations, they are first in supplying the 
carry it and leading architects and plumbers specify it Modern All-White demand 

ORDER THROLGH YOUR JOBBER 
THE DECECO COMPANY ba 2 76 Batterymarch Street, Boston 





624-H—-Brass Spout with China Housing and “‘Lift Waste 628-H—Brass Spout with China Housing and “Turn Waste” 


Se 
ALL-WHITE CHINA FAUCETS and FIXTURES 


NO METAL EXPOSED, UNBREAKABLE FROM USE OR HOT WATER 
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MIDLAND Ferrules and Roof Flashings 





MIDLAND 


METAL MFG. CO. 





They’re hard to beat--- 


because they are as nearly 
perfect as ferrules and flash- 
ings can be made. The 
finest materials, the latest 
designs and most careful 
inspections are part of our 
system of making only the 
best. 


Midland Ferrules are made 
of high-grade brass, in 
straight, bend, flared end 
and reducing patterns. 


Midland Roof Flashings 
come in 2 patterns: the all 
lead one piece, and galva- 
nized iron with one piece 
lead sleeve and collar. Fit 
any pitch of roof. No 
burned, crimped or solder- 
ed parts to pull apart. 


Your jobber can supply you. 














MIDLAND METAL MFG. CO. 


KANSAS CITY, MO., and ‘NEWARK, N. J. 





*Newarkjplant_ manufactures roof flashings only 
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Here is an Opportunity You 
Should Take Advantage Of 
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HESE facts are of great importance 
to you. Read them carefully. 


In Detroit and Philadelphia, where our first 
year’s sales efforts were concentrated, 
Silent Automatic has outsold every other 
burner. This leadership is keeping pace 
with our distribution expansion, and is 
penetrating all parts of the country. 


The Silent Automatic embodies all of the 
best oil burning principles developed in the 
last few years. In place of a roaring flame 
projected by a noisy blower, it produces a 
silent, radiant shell of fire that slowly 
wipes the heating surfaces. Its mechan- 
ism, including the one slowly moving part, 
is sturdily built. For this reason, Silent 
Automatic requires a minimumofservicing. 





A more than satisfactory volume of busi- 
ness is assured by its revolutionary low 
retail price of $350 for the burner complete 
—installed with complete automatic safety 
and operating control equipment hereto- 
fore found only on the highest priced ma- 
chines. The cost of tank for each installa- 
tion depends upon oil storage desired. 


In other words, the Silent Automatic is 
built for those who demand the best at 
any price, yet priced within the reach of 
the average home owner. Can you 
imagine anything better? 


Don't overlook this opportunity. Write— 
or wire to make sure—before the Silent 
Automatic Franchise for your city is taken. 


SILENT AUTOMATIC CORPORATION, 255 Meldrum Ave., DETROIT, MICH. 





UTOMATIC 


THE NOISELESS OIL BURNER 


(155) 
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Cropon-plated Leo Flush Valves are 
now avatlable. They never need polishing. 


_: 


A New Trend in PROFIT Posszbzlities 


See demand onthe part Any Cropon-plated fixture 
of architects and build- is guaranteed to retain its 
ing operators for fixtures high lustre and color for 
that will always retain a twenty years from the time 
high lustre without polish- 











ing has resulted in the Crovon is used for: 
general acceptance of Cro- Basin Piuo anp Tat Pisce 
Quick Pression Faucet 
DON. CompPRESSION Faucet 
: Fuxier Bart Faucer 
Not only can you install Binp Faucet 
fixtures that will do away nies onggaaaaa 
with practically all main- Sit Cocks 
— . SE Launpry Faucet 
tenance and replacement ag ey ph 
costs for your customers, Four Arm Hanpie 
<a en v STtaNDING WasTE AND Over-FLow 
but, as Cropon plated fix- Unique Waste anp Over-Fiow 
tures bring a premium, you S1aMese StanD Pipe CONNECTION 
ateris rs » ss ii Fresn Air PLates 
can materially increase your ane TRO 
own profits. SHower Heap 
Curtain Bar 
The unusual beauty of Cro- Curtain Pins 
: be . Mixinc Vaves 
DON permits of no confusion 





with ordinary finishes. 


It is available in a bril- 
liant mitror-like surface 
or a soft, silvery satin. | 
‘The Chrome Alloy Plate 


CiT 


Applied Only to| Quality Products 








of installation without the 
necessity of using abfasives 
or any polishing com- 
pounds. 

A Cropon plate will never 
corrode, tarnish or peel even 
in a salt atmosphere. It 
indefinitely resists service 
wear, steam and the ma- 
jority of acids. 


Certain manufacturers of 


quality products carry 
Cropon-plated fixtures in 
stock. Others supply them 
when specified by having 
the Cropon-plating done 
in one of our plants. 
If you have any call for fix- 
tures or accessories of perm- 
anent beauty, write for 
our booklet on CropoNn 
for plumbing fixtures 
and builders’ hardware. 


37 


Chemical Treatment Co., Inc. Dept. P-1 OS ee 
26 Broadway, New York City 

; Street ane, 
Gentlemen: Please send me your booklet ‘‘Cropon 
for Plumbing Fixtures and Builders Hardware.”’ City 
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We maintain a HUGE STOCh}of 
We make you DEPENDABLE PR{IS 


In We only CHARGE YOU WHafsS 
> dependable service on your requifen 


LETS STICK TOGHFT 


The Richmond Foury 


RICHMOND 





T:e88 








Small Castings © — eee 4 


in 
Large Quantities 
IRON—BRASS 
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Chof dependable castings. 









REISES as to shipments, and 


AqS FAIR to give you continuous etal 
linents. 7 


HHER “SHALL WE? 


uy & _— Co., Inc. 


VIRGINIA 





Jobbers: 
May we send you 


our latest price 
list? 
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A typical installation of Visible Heat Cabinets. These cabinets are available in a wide range of sizes and styles. 


Trane Heat Cabinets 

















Trane Heat Cabinets take the place of All heating systems that use Heat Cabinets 
radiators. They were invented by Reuben are known as Cabinet Heating Systems. 
N. Trane and developed and perfected in the Cabinet Heating can be used in connection 
Trane Engineering Laboratories to meet the with regular steam, vapor, vacuum, or hot 
demand for an improved method water heating equipment. No 
of distributing heat. —_— |  gpecial design is necessary. No 

The Heat Cabinet is a new ap- | Heat Cabinet , de- | special heating system is necessary. 
plication of convection heating. In liveries start in Sep- The Cabinets are easily installed 
effect, the heat is bottled up in the tember. Orders re- | on any job where radiators could 
Cabinet and is released only in ceived now will be | be used, or where radiators are 
sufficient quantities to care for the acknowledged with | used at present. 
demand. The Cabinet gives heat approximate ship- | ; 
instantly when desired, or by ping date. Prompt | Their many good points are dis- 
merely adjusting a damper it can delivery is assured cussed at length in the pages of the 
be turned off so that no heat units on orders that come Trane Heat Cabinet Catalog— 
escape to the room. in early. | their pleasing appearance, their 

As shown by the illustration ___} light weight, their moderate cost, 
above, a Heat Cabinet looks some- and above all, the perfect heat 


what like a radiator enclosure. The principle control that is made possible by the Heat 
of operation and the features of the Heat Cabinet principle. 


° ° 9 ° ° 
Cabinet, however, are vastly different than If you haven’t received your copy of this 
those of enclosed radiators. catalog, write for it. 
Trane C , . Cc Wis., ufacturers of vapor and vacuum heating specialties and pumps. Branches and sales connections at New York, 
Cnscage Ne et oNemark, Pidladelphen, ‘Buftslo, Cleveland, Detroit, Seattle, Los Angeles, Albany, Minneapo scl — . a eg ee Qh P sae ee 
7 TT ‘ ‘ Jer  C . Sheboygan, Wis., Kanaas City, Mo. In England: 22-2 lose, L ,E.C.1. : 
The : Fia., Baltimore. Md. Des Moines, tA tenn Co ead Craig St.. West, Montreal; F. S. Murdoch, 310 Breadaibane, Winnipeg; A. B. Madden, 48 Sparks 
St., Ottawa. in China: C. J Doughty & Co., 7 Jinkee Road, Shanghai 


(eR AMR RRR REE tT TCE ET TT TT, 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HE ANNUAL NATIONAL CONVENTION 

is over. Another year has been added to the Na- 

tional Association. Another year of progress has 
been written into the records. The members of the as- 
sociation who attended have scattered to their various 
cities, refreshed by contact with old friends and ac- 
quaintances, encouraged in knowing that their problems 
are those of the entire industry, to act as a leaven in 
their communities, spreading the association idea. 


T IS DIFFICULT TO IMAGINE ANYTHING 

which would take the place of the annual conven- 
tion, with its gathering of men from all over the country. 
The progress of any industry is the sum of the progress 
of all of its parts. Manufacturer, wholesaler and re- 
tailer each contribute something. It is at the national 
gatherings, that a summing up of all these individual 
lines of progress is made. The manufacturer brings his 
new product, his new tool to speed up or lighten work 
on the job or in the shop. The retailer brings his ex- 
perience in his own community and tosses it into the 
general fund of experience for. what it is worth. Dis- 
cussions bring out all of the developments during the 
year in trade and public relationships, in educational 
matters, in merchandising and selling. And the man who 
attends—or who, unable to attend, reads his business 
paper’s report—has at his command the work of the 


whole country to draw from in solving his own prob- 


lems. 


UT ALL THINGS CANNOT BE VALUED 

only for their bearings on business. There are side- 
lights on these annual gatherings—meetings' between 
friends to renew the enthusiasms of earlier years—the 
making of new friendships against the years to come. 
A man gains not only from those things which trans- 
pire on the floor of the convention hall. It may be diffi- 
cult to sum up just what it is that is drawn from these 
gatherings, over and above the practical information 
garnered in the official sessions. But the gain is there— 
every man feels it and knows it. He goes back to his 


work the richer in spirit. 


HIS 44TH ANNUAL MEETING OF THE 
National Association marked, too, the commence- 
ment of a new era in educational matters. Two young 
men were presented to the convention—sons of master 
plumbers who had successfully passed the examinations 
required for entrance to the course at Carnegie Insti- 


tute of Technology. These two men represent 


the “charter members” of a new type of man who will 
carry on the work of the industry in the future. They 


young 


will leave Carnegie with the advantage of having gone 
through a thorough and carefully planned course of 
training. It will be a splendid advantage for them to 
carry into the work they will do the atmosphere of one 
of the world’s finest technical institutions. 
ND NOW WHAT OF THOSE WHO DID 
not, for one reason or another, attend the con- 
vention? How are they to benefit by it--to have placed 
at their command some of the spirit and some of the 
practical helpfulness of the meeting ? Obviously, through 


the business paper. 


: WEEKLY CARRIES IN THIS ISSUE 
little e'se but the record of the 44th Annual Con 
vention. For the majority of the members of the indus- 
try, who found it impossib'e to go to Louisville, this 
convention story has been carefully prepared. No phase 
of the meeting has been neglected, so that the reader 
who did not attend may yet have some idea of the spirit 
of the gathering, of the topics discussed, the resolu- 


tions adopted and the entertainment enjoyed. 


POR THESE READERS THE REPRESENTA- 
} tives of Your Weekly tried to put down in words 
that 
Hun- 
The 


of grouping the men 


the essence of the meeting—tried to see all 
went on as they themselves Would have seen it. 
dreds of pictures are reproduced with the story 
work of getting those pictures 
and women who attended the convention, of photograph- 
ing them, of identifying them, so that the story might 
be in a way a souvenir of the occasion, was worthy 
the efforts of those men whose pictures of world events 
you see each week in the moving picture theaters. 


Eb imw 44TH ANNUAL CONVENTION IS OVER. 
It takes its place as a memory along with those 
other meetings that went before, stretching back to the 
first historic occasion. That they have continued so long 
is a tribute to the vitality of the industry and to the 


far-sightedness of those men who at the beginning, 


’ 


and since, have “builded better than they knew.’ 


our Zoli 
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The New *“*TOLEDO’’ 
All Steel Portable Work Bench 


It’s The Bench You Need 


HAVE YOU YOUR COPY OF THE NEW 
“TOLEDO” CATALOGUE? IF NOT, 
SEND YOUR NAME AND ADDRESS TO 
US AND WE WILL MAIL IT TO YOU 





This is the strongest, most practical portable work 
bench on the market. It is practically indestructible 
and has held loads of over two tons without giving. 
Your operators can throw it around and handle it with 
the utmost abandon and it will give years of satisfac- 
tory service. 










It is rigid and requires no bolting to the floor. It 
is portable and the legs may be quickly removed or 
reassembled in a few moments. 





The table top is 25 inches long and 10 inches wide, 
and bored for various makes of vises and attachments. 


You should order one from your jobber today. 


The net price is only $12.00 f. o. b. Toledo. 
($13.00 west of Rockies) 











BUY BY COMPARISON AND YOU’LL BUY A 


THE TOLEDO PIPE THREADING 
MACHINE CoO. Toledo, Ohio 


New York Office: 72 Lafayette Street 
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: ‘The Plumbing and’ 


Chicago, Illinois, July 3, 1926 
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Plumbers decided to establish a college engineer- 

ing course in plumbing and heating. To keep this in- 
dustry in the line of progress, to elevate the plumbing busi- 
ness to a high level of public esteem and to take a place 
of leadership in industrial affairs, this organization real- 
ized that higher education was the means. The Scholar- 
ship Committee, headed by Frank J. Fee, New York, was 
put on the job and told to go to it. And at this 44th an- 
nual convention of the National Association of Master 
Plumbers, this committee was able to announce that the 
big job is done. 

The school has been picked—Carnegie Institute of Tech- 
nology, Pittsburgh, Pa. The permanent assurance of 
proper instruction has been realized by the generous gift 
of $100,000, made by Theodore Ahrens, president of Stan- 
dard Sanitary Manufacturing Company, to establish a 
Professorship in Plumbing, Heating and Ventilation at 
this school. A scholarship fund of sufficient proportions 
to maintain four sons of master plumbers at the school 
has been provided by generous contributions from the la- 
dies, various individuals and from the master plumbers 
themselves. And the first four boys to enter Carnegie 
“Tech” will be R. L. Bryson, Chicago, Ill., L. 8. Nielsen, 
Brooklyn, N. Y., W. F. Henderson, Gary, Ind., and C. 
Reichenbach, Waterbury, Conn.,—these four standing the 
highest, in the order named, of nineteen who took the 
competitive examination for the scholarships. 

It is history making—this accomplishment of the Na- 
tional Association of Master Plumbers. No precedent was 
set for this organization to follow in constructing such an 
educational plan. These master plumbers were trail blaz- 
ers in undertaking as an association a means of graduat- 
ing into this industry boys whose training will be paral- 
lel to that enjoyed by the greatest engineers in the world. 
It spells future greatness for the industry. It spells fu- 
ture comfort and protection, to even a greater degree, for 
the public. And it spells satisfaction to every master 
plumber that his organization has in this way taken the 
leadership in developing and preparing American youth 
for a useful, honorable career. 


Tries years ago the National Association of Master 
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44th Annual Convention Climaxes 


Three Years’ Scholarship Work 


Selects Albert J. Wilson, San Francisco, as 1926-27 President, 
Thomas F, Nolan, former national director, as Vice-President 


United States, six hundred and forty-six registered 
delegates of the 


JR waited states, six of the master plumbers of the 


of Master 
Plumbers attended the 44th annual convention of this 
organization at Louisville, Ky., on June 22, 23 and 24. 
There they reviewed the progress of the association, as 
represented by the work of the various officers and stand- 
ing committees, and upon the many resolutions 
presented by associations from all sections of the country 

resolutions seeking relief from abuses which have crept 
into the industry, resolutions seeking authority for carry- 
ing on constructive plans and resolutions offering sugges- 
tions for meeting successfully today’s business problems. 

Of outstanding importance in the past year has been 
the work of the scholarship committee. This 44th annual 
convention, marking the close of President Henry E. Long- 


National Association 


acted 


ley’s efficient administration, might be called the climax 
of the work started three years ago by this important 
committee to establish a college engineering course in 
plumbing and heating. It was during this year that the 
permanent assurance of proper instruction 


wishes of the National Association through the training 
which such machinery will provide. 

Upon recommendation by President Longley, another 
standing committee was established to increase the effec- 
tiveness of the National Association of Mester Plumbers. 
This will be known as the National Legislative Committee, 
formed for the purpose of giving help and advice to state 
and local legislative committees in their efforts to procure 
more and better sanitary laws by which the health and 
safety of the nation can be adequately protected. 

There will be no permanent, central office for the Na- 
tional Association. President Longley opposed such an 
office in his report and the board of directors unanimously 
turned down the plan. A resolution to establish such an 
office and finance it by an increase in dues from $5.00 to 
$7.00 was also defeated. 

Closer co-operation between manufacturers, whole- 
salers and master plumbers is promised by the work of 
the conference committee, headed by William T. J. Orriss, 
New Jersey. This important committee met on June 21 

with representatives of the various supply 





at Carnegie Institute of Technology, Pitts- 
chosen for this 
heating—was 
realized by the endowment of a professor- 
ship in this subject by Theodore Ahrens, 
president of the Standard Sanitary Manu- 
facturing Company, Pittsburgh. It was dur- 
ing this year that another obstacle to the 
searcity of funds 


burgh, Pa the school 


course in plumbing and 


was overcome by 
generous contributions from the ladies, va- 
rious individuals and master plumbers them- 
And it was an inspiring part of the 
Frank J. Fee, New York, 
chairman of the scholarship committee, was 


plan 


selves. 


program when 


able, not only to announce the educational 





organizations and brought before the con- 
vention for discussion questions on which 
the supply men wanted the plumbers’ opin- 
ion—particularly whether there were too 
many salesmen and the subject of credits. 
It was the sense of the convention that there 
were too many salesmen or at least those 
of the type called ‘“‘order takers,’’ and that, 
in order to get business, they were creating 
plumbers ‘‘by the wholesale’ with result- 
ing abuses which were disastrous to all 
concerned. It was the sense of the con- 
vention that supply houses were extending 
unwarranted credit to many plumbers with 
resulting losses to all and disturbances to 





machinery in fine working order but to an- Thomas F. Nolan, newly the established, responsible plumber. 

nounce, as well, the names of the four boys ete! vieo-Bresident of The supply men went on record as stating 
. : Z National Association of need . 

who will first carry the hopes and good Master Plumbers that the present method of distribution 











Left to right: Frank B. Lasette of New York City, E. D. Hornbrook of Kansas City, Mo., and Jos. W. Cannon of Chicago, all 
past national presidents; Richard Turner of Wilkes-Barre, Pa., past president Pennsylvania State Association; E. B. Kleine 








eed 












of Cincinnati, Ohio, former national secretary 
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Top row, left to right: Wilbur R. Dosher, retiring secretary; Henry E. Longley, retiring president; Richard 
Welch, retiring treasurer.—Second row: John S. Irvine of Detroit, Mich.; Samuel F. Wilson of Newark, N. J.; 
David H. Roberts of Cleveland, Ohio, and A. Selden Walker of Newark, N. J., all past presidents of the Na- 
tional Association.—Third row: William G. Bergner, secretary-manager of T. E. B.; E. L. Bowman, T. E. B. 
Theodore Ahrens, president, and Charles B. Nash, advertising manager, Standard Sanitary Manufacturing Co. 
Prof. 8. E. Dibble, of Carnegie Tech.—Fourth row: James 8S. Cassedy of Cambridge, Mass., and John J. Vogel- 
pohl of Cincinnati, Ohio, both past presidents of the National Association; H. Merwin Porter of Minneapolis, 
Minn.; Joel P. Brickey of Denver, Colo., and Louis Yauchzi of Rochester, N. Y., national directors —Bottom 
row: George H. McGhan, Jr., of Tampa, president of Florida; C. J. Kelly of Portland, president of Oregon 
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of plumbing and heating ma- 
terial; that is, manufacturer to 
jobber, is economically sound and 
of the greatest benefit to the 
public, but to maintain. this 
method it is essential that the 
plumbing contractor become a 
merchant and convert his shop 
into a store. 

As President Longley said in 
his report, referring to this meet- 
ing with the supply men, 
good will come from such mect 


“es 


ireat 





ing and I recommend that the 
conference committee, in the fu- 
ture, have regular meetings with 


A. (. Eynon, 
treasurer 
the supply association § repre- 
sentatives, with the view of better co-operation and ad- 
vancement of the industry as a whole.” 

The Illinois association introduced a resolution, which 
was adopted, in which it was pointed out that trade re- 
lations between manufacturers, wholesalers and master 
plumbers have become unsatisfactory in many ways and 
suggested that the National Association employ a com- 
petent representative to work along the lines embodied 
in the ““Make a Wholesaler a Wholesaler” resolution for 
the purpose of adjusting those existing conditions which 
are undesirable. 

Another recommendation of President Longley was that 
the convention give consideration to the establishment 
of a home for master plumbers who have grown old in 








NEW JERSEY 


Top picture: Part of the New Jersey delegation.—Second 
row: G,. W. Fenster of Trenton; N. E. Zeitz and A. W. Mulli- 
gan, both of Atlantic City; Walter A. Grub of Newark, presi- 
dent of the New Jersey State Association.—Third picture: 
M. J. Maier of Newark; W. G. Royer, Mrs. F. Royer, Mra. W. 
G. Royer, Mrs. J. Edelman, J. Edelman and C. M. Jefferies, all 
of Trenton; J. J. Corcoran of Jersey City; A. A. Taaffe of 
Newark.—Bottom picture: W. T. J. Orriss of Union City; 
Miss Florence Werner of -Jersey City; Mrs. Orriss; Mrs. 
Werner; Charles Werner of Jersey City 
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the service and have not been successful in acquiring 
sufficient money to support themselves in their declining 
years. A committee was appointed to investigate this 
idea of a “Plumbers’ Home” and bring in a complete, 
concrete plan at the next convention for founding such 
a home. 

A code of ethics, submitted by the educational com- 
mittee, was referred to the board of directors. 


WILSON-NOLAN-EYNON-COLEMAN 
LBERT J. WILSON, San Francisco, Calif., retiring 
A vice president, was elevated to the office of president 
by the unanimous vote of the convention. Thomas F. 
Nolan, Albany, N. Y., was the unanimous choice for vice- 
president for the ensuing year. A. C. Eynon, Canton, 
Ohio, and J. Preston Perham, Beverly, Mass., each had 
his champions for the office of treasurer, vacated by the 

















MINNESOTA 


Top pieture: A. Wilk, 0. Bergerson, H. Merwin Porter, Na- 

tional director and A. M. Wintheiser, all of Minneapolis.— 

Center picture: Emil Kolar of St. Paul.—Bottom picture: 

Mr. and Mrs, Axel Peterson and Mrs. and Mr. F. A. Beier, all of 
St. Paul 


resignation of Richard J. Welch, of Lowell, Mass., who 
has held the position for the last seven years. Election 
was by ballot and, upon Mr. Eynon’s selection by a ma- 
jority vote, Mr. Perham moved that the choice be made 
unanimous, which was done, Mr. Wilson, then, announced 
his selection of Alexander Coleman, San Francisco, as 
national secretary, a choice which was confirmed by the 
convention. 


MINNEAPOLIS IS NEXT 


HEN it came time to hear invitations for the 1927 
ir ccna Geo. McGhan, Jr., president of the 
Florida Association, asked the delegates to come to Miami. 
J. A. Quinn, Miami, added to the promises of a good time 
made by Mr. McGhan. 

Then, H. M. Porter, national director from Minneapolis, 
invited the convention to his city, an invitation which was 
endorsed by Geo. F. Reeks, Green Bay, Wis. 

Andrew Mulligan, Atlantic City, said that his city 
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wanted the next convention, and J. L. Evans invited the 
crowd to Memphis, Tenn. 

Minneapolis finally won out, in a hotly contested but 
good natured argument, in which Wilbur R. Dosher and 
Wm. J. Flynn, New York, both spoke in favor of Miami 
and in which Chas. D. Harris, Chicago, and Axel Petersen, 
St. Paul, Minn., both spoke for Minneapolis. James S. 
Cassedy, Cambridge, Mass., finally clinched it for Minneap- 
olis when he pointed out that its central location made it 
the most desirable. 


DEFEAT PERMANENT OFFICE PLAN 
HE question of a permanent, central office for the 
eae Association, which had been so actively dis- 
cussed at the Portland, Ore., meeting last year and at 
numerous state conventions this year, attracted little 
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ILLINOIS 


Top picture, left to right: Charles A. Dreier, Charles D. 
Harris and Charles Alcock, all of Chicago.—Middle row: E. 
(., Wagner, Mr. and Mrs. W. CC. Watrous and Thomas F. 
Hanley, former chairman of the National standardization 
committee, all of Chicago.—Bottom row: William F. Hilde- 
man, of Chicago Heights, president of the Illinois State 
Association; Fred Grosch, H. H. Diedesch and E. J. Benning. 
all of Chicago 


attention at the Louisville convention. President Long- 
ley’s recommendation against such a plan, the unanimous 
disapproval of the board of directors and the record of 24 
states condemning such a change with only 4 in favor 
apparently led its advocates to withdraw their announced 
decision to bring the question actively before the conven- 
tion. Kentucky had just joined with Illinois, Indiana and 
Michigan in advocating the plan. 

The resolutions adopted at the Illinois convention in- 
structing its directors, in case of defeat at Louisville on 
the permanent office question, to proceed with the forma- 
tion of a sectional association made up of Illinois and 
contiguous states, was not referred to at Louisville, nor 
was the Illinois resolution instructing its delegates to sup- 
port only national officers who favored the central office 
plan. The Illinois delegation voted for President Wilson 
and Vice-President Nolan, these choices being unanimous, 
and for Treasurer Eynon, an election which was contested. 

President Longley had pointed out that a properly 
trained executive clerk was needed, but under the direction 
of a man elected from the ranks. The board of directors, 
which last November approved the permanent office plan 
by a 6 to 5 vote, provided its special committee developed 
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MASSACHUSETTS 
Left to right: J. Preston Perham of Boston, national director; 
J.J. Crotty of Boston; James 8S. Cassedy of Cambridge, Mass., 
past national president 


a plan by which the members themselves would finance 
the increased e»pense, had met just before the convention 
and voted unanimously against the plan. Several opportu 
nities for discussion of the subject came up on the conven 
tion floor but all but one were passed by without debate 

Communications from the Virginia, Pennsylvania, New 
Jersey and Ohio associations were submitted, each of 
which put these associations on record before the National 
Association as being opposed to the establishment of a 
permanent, central office. The resolutions committee did 
not construe these communications as resolutions and dis 
posed of them with the statement that no action was 
necessary. 

Resolutions submitted by the Gary, Ind., Society of 
Sanitary Engineers and by the Calumet Association of the 
Indiana Society of Sanitary Engineers to increase the na 
tional dues from $5.00 to $7.00 per year and to use this 
increase for the purpose of establishing and financing a 
permanent office for the National Association were not 





CONVENTION COMMITTEE 


Top row, left to right: F. H. Scott, of Louisville, Ky., chair- 
man of registration committee; William J. Lang, of Chicago, 
national director, and Ira Morris, of Newark, N. J., who 
helped handle the exhibits.—Lower row: George W. Schardein, 
of Louisville, chairman of entertainment committee; John H. 
Fleck, member of the general convention committee; Jacob 
Isanes, chairman of the general convention committee 
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NEW YORK 
Missouri—Massachusetts 
Top picture, left to right: Thomas Sheehan of St. Louis, Mo.; 
Frank J. Fee of New York City; R. J. Welch of Lowell, Mass., 
and J. E. Evans, of New York City.—Second picture: J. Stock- 
inger, E. Magalde, G. Viebrock and John Edminston, all of 
New York City.—Third picture: 8. Til. Welch, president New 
York State Association; Mrs. 8. H. Welch; Mrs. Charles Schirr- 
meister, and Charlies Schirrmeister, all of New York City— 
Bottom picture: Mrs. and Mr. A. J. Heinzle of Rochester, 
N. Y¥.3; Mrs. F. E. Fladd of Rochester; Frank Kelly of Bing- 
hamton, N. Y., and Mrs. and Mr. Alex Auchinachie of Bing- 
hamton 


concurred in by the resolutions committee, whose action 
was sustained by the convention. The reason for not con- 
curring was that the by-laws of the association cover the 
per capita tax. 

As for the permanent office part of the resolutions, this 
was considered by the resolutions committee when it 
passed on the recommendations of the board of directors. 
The board unanimously opposed a permanent office and the 
concurrence of the resolutions committee with the board’s 
opposition was sustained by the convention. 

The only discussion on the question came when the reso- 
lutions committee brought in its report on the recommen- 
dations contained in President Longley’s report. The 
committee construed Mr. Longley’s comments as merely 
an expression of opinion and not a resolution and asked 
the convention to confirm its decision. 

Charles Maloney of Gary, Ind., then talked for the per- 
manent office. He said that Indiana had never appeared 
before the national convention with any selfish motive, 
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but always with the desire to build and on the side of 
progress. Some feel that the man who stands for progress 
is a radical, he said, but he felt anyone who goes forward 
is a radical. He felt that the plan was purely a business 
proposal, that no personalities should be injected into it 
but if it was good for one, it was good for all. Every 
organization of any magnitude, he stated, has had to es- 
tablish a permanent office. 

He sketched the organization of the United States Steel 
Corporation and its method of having all its subsidiaries 
directed through a central office. He referred to the jour- 
neymen’s association as an example of what central office 
direction would do. Yet some master plumbers, Mr. Ma- 
loney said, object to paying $1, $2 or $3 a year more to 
provide funds for a permanent office. He referred to the 
fact that some state delegations were instructed to vote 
against the plan under any consideration while others 
were instructed to support it. He felt that some conven- 
tions had not heard both sides of the question. If the plan 
did not carry now, he said, the thing to do was to go 
home and start a campaign of education to bring about 
more intensive study of the proposal. 

He told of his 35 years in the business and sketched 
the growth of the industry from its humble beginning 
through its rapid development in the past 15 years. Her- 
bert Hoover, he said, had credited the plumbing business 
with the greatest advance of any industry. 

The men who formed the association 44 years ago were 
the torch bearers who had lighted the way for the dele- 
gates at Louisville. Mr. Maloney felt that these delegates 
in turn had the responsibility of lighting the way to fur- 
ther progress for the benefit of the coming generation. 
Indiana, he said, offered itself to all master plumbers to 
help explain this question and outline its advantages and 
Indiana plumbers would gladly appear at state conven- 
tions, if requested, to explain the central office plan. He 
hoped that next year, the majority would look at the ques- 
tion favorably. 

CASSEDY OPPOSES PERMANENT OFFICE 

AMES S. CASSEDY of Cambridge, Mass., former na- 
S| tional president, replied to Mr. Maloney. He said it was 
no argument to say the plumbers need a central office as 
the burden of proving their case is on its advocates. The 
Steel Corporation did not supply such a proof, as its 
problems were different from those of an association. 

He’asked where the National Association has failed, in 
not doing what it should have done. Establishing such 








FLORIDA 


Top picture: Florida delegates and officers.—Bottom picture: 
Group of Florida master plumbers 
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an office was no promise of what would be done. He had 
followed the discussions of the question but had read or 
heard only vague promises and glittering generalities. 
No one who knows the history of the National Association, 
and who knows of its ideals, can question the fact that its 
past officers would favor any plan which would actually 
benefit the organization, he said. 

Analyzing the plan for such an office, Mr. Cassedy as- 
sumed that such an office were established, with a $15,000 
or even a $25,000 a year secretary in charge, with the 
office located in Chicago or New York and with a presi- 
dent in San Francisco, as is the case this year. The secre- 
tary has no instructions from the National Association, 
only from its officers or directors. All questions would 
have to go to the president for decision and be sent back 
to the office for action, unless the secretary were made a 
manager who did all of his tasks without consulting his 
officers. 

The first year, Mr. Cassedy said, the president would 
know much of the details of his office and the secretary 
little. The next year, the president would know less and 
the secretary or manager more. About the third year, the 
president would have become an incumbrance with the 
manager in full charge. He could not see how any one 
would take the president’s job, merely to be an office boy 
to the manager. 

He told of talking to a big, successful plumber who had 
been brought into court at one time, and of how this man 
wondered whether any one would take the risk of trust- 
ing himself to a paid secretary. Mr. Cassedy said the 
plumbers had gone through a legal battle, the worst on 
record excepting the lumber men, who at the time had 
their permanent office. He told of his action, when presi- 
dent, in reading over the 3,000 pages of testimony on the 
Des Moines trials, and finding that fully 2,000 pages were 
given over to activities of field men and secretaries, as 
the courts were primarily interested in such activities. 

He said he had talked to half a dozen men who favored 
such a plan and found each did not understand the ques- 
tion, had heard only one side, did not know the history of 
the National Association, and had not analyzed the mean- 
ing of the proposed change. He had no quarrel with any 
one who wanted a permanent office, but merely asked them 
to investigate the question. He did not believe that all 
radicals are leaders. 

He asked its advocates to show what the office would 
accomplish and how its tasks are to be done. He had 
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A GROUP OF PRESIDENTS 


Top row, left to right: William Ball of Kansas City, Kansas, 
president, Kansas State Association; FE. R. Harding of Greens- 
boro, N. C., president, North Carolina State Association, and 
Francis C. Dorsey of Baltimore, president, Maryland State 
Association.—Bottom row: G. W. Sutherin of Topeka, Kansas; 
W. A. Bywater, of Salt Lake City, president, Utah State 
Association and R. D. Evans, president, Salt Lake City 
Association 


never heard such an explanation. The opponents of the 
plan are sincerely and honestly against it, he said. 

The men who have served the National Association as 
officers are almost unanimously against the proposed 
change, he pointed out, and these men have an understand 
ing of the organization and its best interests at heart. No 
clique is in control. The National association, he recalled, 
is a truly democratic organization, having left to the states 
those tasks which they could best perform. Democratic 
government, he pointed out, means majority rule and so 
those who oppose the plan should be credited with sin- 
cerity in their opposition. 

At the close of the talks by Mr. Maloney and Mr. Cas- 
sedy, the point was raised that the only question before 
the convention was whether President Longley’s comments 
in his report were an opinion or a resolution. Without 
further discussion, the delegates voted unanimously to ac- 
cept the resolutions committee’s view that President Long- 
ley had expressed an opinion instead of submitting a reso- 
lution. No further reference to the central office was made. 


Group of Maryland delegates and visitors 
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COMMITTEES APPOINTED 
“FFICIENT aid was given President Longley in direct 
k ing the business of the convention by the following 
committees which he appointed at the first session of the 
onvention 

William F. Mylander of Maryland was appointed chair 
man of the auditing committee He was assisted by W. D 
Melville of California. Wallace T. Wordell of Massachu 
setts, James H. Lutz, Jr., of Pennsylvania and Hunter 
Charlton of Louisiana 

The credentials committee chairman was J. J. Bosemer 
ot Louisville. His committee was composed of Joseph Brah 
of Wisconsin Alexander Coleman of California, C. D 
Brownell of Illinois and George McGhan, Jr., of Florida 

The memoriam committeemen were as follows A. € 
Evynon of Ohio, chairman; W. T. Perry of Alabama, John 
F. Wallace of Colorado, Walter Grub of New Jersey, Frank 
H. Dains of Michigan 

E. Db. Hornbrook of Missouri was selected as chairman 
of the resolutions committees The other members of the 
committee were Joseph W. Cannon, Sr., of Illinois, Frank 
B. Lasette of New York, Richard Turner of Pennsylvania 
and Edward B. Kleine of Ohio 

Other aids appointed by President Longley were Alex 
Auchinachie of New York, reading clerk; James J. Petty 
f Kentucky, sergeant-at-arms; J. A. Gallivan of Indiana 
and Henry Hackney of North Carolina, assistant sergeants 


at-arms 
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REPORT OF PRESIDENT 

RESIDENT HENRY E. LONGLEY reviewed in his an- 
P nual report the activities of the past year and made 
what recommendations his experience indicated would be 
of value to the plumbing industry. He mentioned the 
increased interest in comfort stations being exhibited by 
local associations around the country and stated that the 
plumber has awakened to the possibilities which lie in 
such a movement He said, too, that there has been more 
activity in apprentice training than ever before and recom- 
mended that a conference committee of representative em- 
ployers and employes be formed in every state which has 
an association, to meet with school authorities for the 
purpose of working out a state-wide agreement on ap- 
prentice training 

He touched upon the labor replacement charge which is 
so often discussed by plumbers and was of the opinion 
that, if manufacturers guaranteed the labor replacement 
charge on defective fixtures, it would place the upethical 
plumber on an equal basis with the ethical plumber. He 
said that he had talked to many plumbers who had never 
had any difficulty in getting the labor replacement charge 
on any defective material when their claim was just. He 
urged that members of the association give this subject 
more thought. 

He expressed his pleasure over the success of the 
Scholarship Plan, the details of which were brought out in 
the Scholarship Committee's report. 

His recommendations covered many subjects Re- 





MICHIGAN 
Top row, left: W. 8. Cook, ef Detroit.—Middle picture, front row. William E. Horn, Ralph Lindermuler, Willlam Practerius; 


back row, A. F. Sheppard, A. W. Phillips, W. Lindermuler, J. E. 
master plumbers.—Right,. W. F. Wendt of Detroit.—Middle row: Peter Schuur; James C. Wall, Jr.. president Kalamazoo 
Association, and W. A. Johnson, secretary Michigan State Association, all of Kalamazoo; W. G. Miller, president Detroit Asse- 


clation of Sanitary and Heating Contractors; W. Dasher and C, 


Green, P. A. Pipe. R. Sunquest and E. F. Kahl, all Michigan 


F. Kalin, beth of Detroit.—Bottom row: Mr. and Mra. J. K. 


Miller, Rex and Howard Miller and William Ames, all of Flint 
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OHIO 


Top picture, left: Walter F. Kirn, of Akron; center picture, back row, F. J. Millay, J. R. Jacobs, J. 8. Shetler, William 
Fischer, president Ohio State Associntion; W. A. Schneider and Matt Roberts; front row, Mra. William Fischer, Mra. Matt 


Roberts, Mra. J. S. Shetler, Mra. J. R. Jacobs and Mra. W. A. Schneider, all of Columbus; picture at right, B. 
elnnati.—Middle row: Mr. and Mra. C. M. Ganger, Mr. and Mra. 


Frank, of Cin- 


S. Fahrer, Mra. George Riber and Mra. and Mr. H. RK. Grimes, 


all of Dayton; Clifford T. Schlemmer, of Cincinnati; picture at right, front row, BE. F. Bohm, H. I. Wiensimmer and A. 


Schnitzer; back row, S. Strauss and A. W. Greenwald, all of Cleve'and.—Bettom row: Mr. and Mra. William Haas, and son, 


Frederick, of Dayton: W. CC. Tillett and J. M. MeCarthy, both of Cincinnati 


garding the establishment of a permanent office for the 
association, he said that he did not believe that was what 
was needed. He felt that association affairs should be 
under the personal direction of the president elected from 
the ranks of the members and that the secretary or ex 
ecutive clerk should be located in the same town as the 
president from year to year. He said that a man, holding 
this job of secretary, should apply himself to plumbing 
conditions and study the members’ problems and he recom 
mended that the association employ a man as permanent 
secretary, or executive clerk, who has had legal training 


He did not believe that this man should necessarily be a 
plumber, but felt that his directing officer should always 
be a practical plumber thoroughly in touch with the mem 


bers’ needs and problems 


In the disposition, later, of this recommendation by the 
resolutions committee, this committee struck out the word, 


legal, in the next to last sentence and judged that it con 
tained no plan which was not already ip effect and, hence, 
no action was necessary 

President Longley, also, stated that the National Asso 


ciation, in his opinion, was never founded with the idea 





C. J. HERBERT MADE HONORARY MEMBER 





to the organization. 


SOR his continuous and self-sacrificing help to the National Asso- 
|: ciation of Master Plumbers, Charles J. Herbert, of Chicago, was 
elected an honorary member of that association at its convention in 
Louisville. Mr. Herbert was treasurer of the National Association 
for the years 1917, 1918 and 1919, and served several terms as a 
national director. He has been one of the leading members of the 
Chicago Master Plumbers’ Association almost since its inception, and 
served as its president. Mr. Herbert has been a regular convention 
attendant for years and his counsel has always been of great value 
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of fostering or publishing a trade bulletin, as the dangers 
that would be encountered by the association, if it should 
ever attempt to publish a bulletin, would be too numerous 
to mention. He said that, until shown different from 
anything that has been brought before the association 
regarding a bulletin, he would always oppose it. The 
resolutions committee decided that this statement con- 
tained no recommendation and, hence, no action was 
necessary. 

Mr. Longley’s report contained a recommendation 
that the National Association, as far as possible, should 
discourage all state associations from accepting any dona- 
tions, either direct or indirect, including any advertising 
schemes, such as directories, programs, souvenirs, pamph- 
lets, bulletins or any similar publications, from any manu- 
facturer or wholesaler to help defray the expense of any 
of their state association meetings, or receive any money 
from them except for edueational purposes. He felt that 
difficult to get anywhere with the Whole- 
saler Resolution if associations asked manufacturers and 
wholesalers to help finance t.eir meetings and that the 
sooner the plumbers learn to have meetings for plumbers 
only and transact their business without assistance or 


it would be 








PENNSYLVANIA 


Top picture, left to right: J. H. Lutz, Jr., of Harrisburg, 
president of the Pennsylvania State Association; C. F. Trout- 
wine of York; George T. Etheridge, secretary of the Monon- 
xahela Valley Association.—Second row: J. C. Tussey of 
Hollidaysburg; A. C. Good of Wilkinsburg; W. R. Smith of 
Frankford.—Bottom row: John Graham of Pittsburgh, na- 
tional director; George F. Uber of Philadelphia; H. Asquith 
of Philadelphia 


interference of others, the sooner they will educate them- 
selves to be better business men and better able to serve 
the public. He, therefore, suggested that each state charge 
a registration fee for each member attending the various 
state conventions to help defray the expenses of such con- 
ventions. 

The resolutions committee, however, did not concur in 
this recommendation, feeling that this policy was the in- 
dividual state’s prerogative, and the convention sustained 
the committee’s decision. 


The Bridgeport, Conn., Master Plumbers Association 
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submitted a resolution later in the convention, protesting 
the president, or any future president of the 
National Association of Master Plumbers, expressing his 
personal opinion in writing against manufacturers’ ex- 
hibits at state conventions. The resolutions committee 
decided that this resolution was covered in its report 
on this one of President Longley’s recommendations. 

President Longley, continuing with his report, felt that 
the National Association should hold an exhibit of manu- 
facturers’ products in connection with its annual con- 
vention and that the National Association should handle 
this exhibit and not the state or local association in the 
city where the convention is held. He recommended that 
any surplus from the proceeds should go to some educa- 
tional or other worthy cause connected with the National 
Association. 


against 





LOUISIANA 


Top picture, left to right: E. L. Kimble, L. Oppermann, R. 

EE. Aitkin, Louis J. Petrie and H. S. Chariton, all of New 

Orleans.—Bottom picture: Frank P. Tweedie, national direc- 

tor and L. C. De Leon, secretary Louisiana-Mississippi Asso- 
ciation, both of New Orleans 


The resolutions committee concurred in this recom- 
mengation of the president and added its own recom- 
mendation that all exhibits be operated under a budget 
system. In this form, the convention adopted Mr. Longley’s 
recommendation. 

The president’s hope that the Scholarship Committee 
will function as long as the National Association exists 
was concurred in. A brief mention of how, through this 
committee, the young man is taken care of prefaced his 
recommendation that the old men be taken care of by a 
“Plumbers’ Home,” as mentioned earlier in this report. 
As stated previously, the convention authorized the ap- 
pointment of a committee to investigate and report. 

Because of the difficulty in reaching Evansville, Ind., 
and because of numerous business reasons, President 
Longley recommended that the National Association sug- 
gest to the Trade Extension Bureau the advisability of 
moving its quarters to St. Louis, Mo., or to Indianapolis, 
Ind. He felt that quarters more suitable for the existence 
and operation of the Bureau could be found in either of 
these two cities. 

This recommendation was considered by the resolu- 
tions committee, and, by vote of the convention, the idea 
will be referred to the directors of the Trade Extension 
Bureau. 
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President Longley urged, in his report, that members 
should study the By-Laws of the National Association 
more carefully, for they are constructive and educational 
and, if followed, would aid in building the association 
stronger. 

Pointing out that sanitation is becoming more and 
more recognized as one of the essentials to our present day 
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CALIFORNIA—WASHINGTON 
Top row, left to right: William F. Goss of San Francisco, 
president of the California State Association; R,. E. Thomp- 
son of Tacoma, president of the Washington State Association. 
—Middle row: Charles M. Swinnerton of Los Angeles; E. A. 
Jacob: of Port Angeles, Wash.; Harry G. Newman of Oakland. 
—Bot om row: Alex McKown of Oakland; William D. Melville 
and 1. Stuffler, both of Los Angeles; V. W. Guercio of Los 
Angeles 


civitiuation and that there is a universal need for more 
and better laws to help promote sanitation, President 
Longley, in his report, recommended the establishment of 
a National Legisiative Committee which could give help 
and advice to local and state legislative committees. As 
reported earlier, this recommendation was concurred in 
by the convention, and this new standing committee will 
henceforth be part of the National Association of Master 
Plumbers. 

Mr. Longley concluded his report with the statement 
that his services were at the command of the association 
at all times to help further its success. His report, as a 
whole, properly edited, was accepted by the resolutions 
committee, which action was sustained by the conven- 
tion. 

SCHOLARSHIP REPORT 

NE of the most inspiring parts of the convention was 

in the scholarship activities and achievements, as 
covered by the report of the Scholarship Committee, read 
by Chairman Frank J. Fee, New York. On the speaker’s 
stand in the hall were the picture of the boys who won 
scholarships, as well as some who took the examination. 
Mr. Fee said that 100 inquiries had been received about 
this scholarship plan and 19 boys took the examination. 
R. L. Bryson, Chicago, Ill., L. S. Nielsen, Brooklyn, N, Y., 
W. F. Henderson, Gary, Ind., C. Reichenbach, Waterbury, 
Conn., C. M. McMunn, Clarksburg, West Virginia, and C. 
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Armstrong, Bradenton, Fla., were the six highest boys in 
the examination, in the order named. The Scholarship 
Committee recommended that the first four be awarded the 
four available scholarships and the next two be named 
as alternates, in case any of the four drop out. This rec- 
ommendation was concurred in by the convention. 


Mr. Fee stated that all the boys who took the examina- 
tion were fine young men and he regretted that all could 
not have won, but that was obviously impossible. He ex- 
pressed the hope, however, that the boys who failed would 
try again, and he pointed out that fathers might send boys 
to Carnegie Institute of Technology and pay their way 
through. 

Going on with his report, Mr. Fee announced that one 
of the obstacles to the scholarship plan—-scarcity of funds 

had been overcome. Theodore Ahrens, president of 
Standard Sanitary Mfg. Co., has endowed a Professorship 








ARKANSAS 


Top picture: Mr. and Mrs. H. H. Himatedt of Little Rock.— 

Middle row: G. C. Evans, Percy A. Shaw and A. P. Pfeifer, all 

of Little Rock.—Bottom row: A. Borman of Hot Springs; 
George Almeter of Texarkana 


in Plumbing, Heating and Ventilating at Carnegie, thus 
assuring permanent instruction for the course. Then, to 
support the scholarships, J. M. Heatherton has established 
an endowment of $20,000 in memory of his father, the 
interest of which will take care of two boys. The Missouri 
State Association of Master Plumbers has contributed 
$1,000 to be known as the Jeremiah Sheehan’ Memorial 
Scholarship. The National Association has voted $3,000 
per year, and, when this report was read, such contribu- 
tion had been made for two years, amounting to $6,000. 
Then, since the convention had started, $500 had been 
received from the Florida Ladies’ Auxiliary. The Florida 
ladies have pledged this amount yearly to apply to the 
education of a Florida boy. Still later on in the conven- 
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TENNESSEE 
Top pieture, left to right: Mr. and Mrs. Charles M. Preston, 
Miss Marie Presten and P. C. Garvey, all of Nashville.— 
Second picture: B. L. Tutt and H. J. Schnell, both of Memphis; 
Kk. L. Hefferman of Crane Co., Memphis.—Third picture: C. 0. 
Riddie of Johnson City; Mrs. John Kelly secretary of the 
National auxiliary; H. B. Jordan of Nashville; Clarence 
Reynolds of Memphis.—Hottom picture: P. R. Todd, G. R. 
Tucker and F. A. Burmetsier, all of Memphis 


tion, Mr. Fee announced that the Florida Association of 
Master Plumbers had $1,500 in its treasury which would 
be forwarded to the Scholarship Committee. The Women’s 
Auxiliary to the National Association of Master Plumbers 
announced a further gift of $1,145. And Raymond F. 
Brown, New York, donated $2,000 in honor of his father, 
to be known as the “Isaac J. Brown Scholarship Fund.”’ 





NEBRASKA 
Top row, left to right: J. H. Martig, president Nebraska State 
Association, B. Grunwald and Byron Grunwald all of Omaha. 
Lower left: Mr. and Mrs. Axel V. Benson of Grand Island.— 
Lower right: Mrs. B. Grunwald and Miss Bernice Grunwald, 
both of Omaha 
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With accrued interest of $247.06, the scholarship fund 
amounted, at that time, to $33,392.06. The association 
voted, on recommendation of Mr. Fee, to pay to the 
Scholarship Committee each year before February 1 the 
sum of $3,000, so it can be seen from these imposing totals 
that scholarships are assured. 

These various sums of money will be invested in guaran- 
teed mortgage certificates. With the exception of the 
amount needed to maintain these scholarships, the money 
shall be left invested until accumulated principal and 
interest become sufficient to have these scholarships in 
perpetuity. The money will be in the name of the National 
Association of Master Plumbers, in the custody of the 
treasurer. These various recommendations of the Scholar- 
ship Committee were concurred in by the convention. 

The last recommendation of Mr. Fee, that the title 
of the course at Carnegie “Tech” be Plumbing and Heat- 
ing Engineering, was, also, concurred in by the con- 
vention 

Dean C. B. Connelley, director of the College of Indus- 
tries at Carnegie Institute of Technology, Pittsburgh, Pa., 
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Top row, left to right: W. 8. Hitchcock, Dan O'Connor, A. 

Schlehuber and H. C. Abele, all of Peorin; M. L. Mandable of 

Chicago.—Middle row: Seward Best of Quincy: C. D. Brownell 

of Champaign; G. G. Carson of Danville.—Bottom row: E. J. 

Ryan of Danville; T. J. Clifford of Gien Ellyn; H. Rieck of 
Westmore 


has been a big help on this scholarship plan, according to 
Mr. Fee, and the Dean was present at the convention to 
urge mothers and fathers to tell the boys what is expected 
of them. He particularly hoped that the association would 
not make heroes out of the boys, for they are only human 
and if, after much eulogizing, sickness or other causes 
force them to drop out, it will be doubly hard on them. 
Dean Connelley asked the fathers to keep in touch with 
him. He said he wanted the boys to make good accounts 
of themselves, for their folks, for their cities and for the 
National Association. If the fathers make constructive 
suggestions, he will be glad to carry them out, he said. 
He stated that many fathers asked him what Carnegie 
could do for the boys in this plumbing and heating course 
what the boys will get out of it. He said that the school 
could not promise how well the boys would perform after 
they graduated, but he did know that they would have the 
best training possible to give—a training parallel to that 
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MISSOURI 
Top row, left to right: J. T. Curley, E. R. Hendricks and G. A. Oxler, all of Kansas City: Arthur G. Maier of St. Louis; Mr. and 
Mrs. E. J. Gartland and Mrs. and Mr. R. F. Minogue, all of St. Louis.—Middle row, first picture: John Corrigan, Jr., Jerry L. 
Murphy and FE. P. Quinn, Jr., all sons of St. Louis master plumbers; second picture, back row, J. F. Tumalty, H. T. Ryffel, D. 
J. Collins, A. Meyer and J. A. Ries; front row, D. C. Cunningham and J. H. Weiler, all of St. Louis; third picture, Mra, M. M. 
Pauly, Mrs. A. W. Marx and Mrs. H. J. Frueh, all of St. Louis.—Bottom row: W. KR. Dunlap, president of the Kansas City Asso- 
ciation; August Heil of St. Louis; W. C. Green, former secretary of the Kansas City Association; Sam Burman of St. Louis; 8. 
J. Jacoby of St. Louis 


received by the greatest engineers in the world. He pro- 
mised that school standards of the highest type will be 
maintained, also that standards of entrance will be kept 
high. 

James §. Cassedy, Cambridge, Mass., a past president, 
made a short speech of introduction when he called R. L. 
Bryson, Chicago, and W. F. Henderson, Gary, Ind., two 
of the successful candidates for the scholarship, to the 
platform. He believed that this action of the Nationa! 
Association of Master Plumbers will undoubtedly elevate 
the plumbing industry in the eyes of the public, for surely 
this is an altruistic plan and one which can not be con- 
strued in the light in which many people think of the 
plumber. R. L. Bryson, the Chicago boy, had the highest 
average of all applicants in the competitive examination 
and he was first introduced to the convention. Wm. F, 
Henderson was then introduced and he made a short 
speech of appreciation for what the Association had done 
for him and expressed the hope that he would justify the 
confidence placed in him. Mr. Bryson, senior, was, also, 
called to the platform, so that the members could see the 
father and son, and, then, both Mr. and Mrs. Henderson 
joined their son on the platform. 


Toward the close of the convention, Mrs. E. D. Horn- 
brook announced that the Women’s Auxiliary will give 
another $2,000 this coming year toward the scholarship 
fund, with the request that it be known as the Theodore 
Ahrens Scholarship. She, then, asked that the National 
Association grant the ladies two pages in their book of 
proceedings of this convention. Mr. Fee rose and paid 
glowing tribute to the work of the ladies and of Mrs, Horn- 
brook in particular and put the motion that this request 


for two pages in the proceedings be granted. This was 
done enthusiastically by the members. 


REPORT OF CONFERENCE COMMITTEE 


M. T. J. ORRISS, chairman of the Conference Com- 
7 cn reported on the activities of his committee 
during the year. He told of the joint conference ar 
ranged between the entire committee and the American 
Gas Association at New York on May 24. The first ques 
tion brought before the conference was the policy of the 
sale of gas equipment, or appliances, throughout the coun 
try. It was shown that there was a lack of co-operation 
between the master plumber and the gas companies. In 
many instances, it was brought out, gas appliances were 
sold and installed by gas companies below actual cost to 
the plumber. Many gas companies use their own finance 
plan, collecting for the cost of the equipment on their 
monthly gas bills at so low a figure that it is impossible 
for the master plumber to touch it. 

Mr. Orriss’ report described the motion made _ by 
Wm. G. Bergner at this conferénce, recommending that im- 
mediate steps be taken to hold local joint conferences 
between representatives of gas companies, master plumb- 
ers and other interested parties, for the purpose of dis- 
cussing distribution problems pertaining to gas equip- 
ment. This motion was adopted, as well as one made 
by A. V. Eidman, Baltimore, another member of the Con- 
ference Committee, which was to the effect that both the 
plumbers’ and the gas associations try to formulate a policy 
whereby gas appliances could be handled by all with a 
legitimate profit and that the American Gas Association 
and the National Trade Extension Bureau proceed to 
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OKLAHOMA 
Top picture, left to right: President Samuel A. Rice of Okla- 
homa State Association and Mrs. Rice, Oklahoma City.— 
Bottom picture: F. P. Leslie of Holdenville and D. R. Lynch 
of Tulsa, secretary of Oklahoma State Association 


gather data on the sales policies now in vogue among gas 
appliance distributors and present such data at the next 
called meeting of this group. 

Something was said about having the installation of 
gas appliances come under the control of local Boards of 
Health but nothing was dono in this regard. It was also 
suggested that the Architects’ Association be invited to 
attend these meetings to discuss the idea of specifying 
only standard equipment in their specifications. Standard 
equipment, as explained by one of the gas men, was that 
approved by the American Gas Association’s Laboratory at 
Cleveland. J. J Shanahan, one of the members of the 
Conference Committee, recommended that the National 
Association of Master Plumbers endorse the efforts of the 
American Gas Association to improve the quality and 
safety of gas appliances by the establishment of this 
laboratory and recommend the sale of such appliances 
which beat the association’s seal of approval. It was de- 
cided that the Heating and Piping Contractors National 
Association be asked to sit in at the next conference. 

MEET WITH SUPPLY MEN 

HE report of the Conference Committee then pro- 
jpn with a description of the meeting held on June 
21 with representatives of the plumbing and heating sup- 
ply associations. W. E. McCollum, L. C. Huesmann, Wm. 
B. Bryar, Geo D. Mclivaine, J. D. Tschopik and A. M. Mad- 
dock were the supply men in attendance. As mentioned 
earlier in this report, trade problems were discussed and, 
particularly, distribution methods. It was the belief of 
this supply committee that all articles on display in plumb- 
ers’ store windows and showrooms, if tagged with net 
prices, will not only attract attention and create a desire 
for new fixtures, but will, also, disillusion the public re- 
garding the high cost of plumbing and heating supplies. 
The wish of the supply men that this subject be put before 
the convention and that the question of credits and the 
over supply of salesmen be given consideration was granted. 


E. D. Hornbrook, chairman of the resolutions com- 
mittee, put the question of whether there were too many 
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salesmen when he was reading the report of the resolu- 
tions committee in regard to the recommendations of the 
Conference Committee. He himself thought there were 60 
per cent too many, some of whom are trouble makers and a 
waste of money. M. J. Maier, Newark, N. J., endorsed Mr. 
Hornbrook’s view. 

Wm. T. J. Orriss stated that the Conference Committee 
thought that there were too many “peddlers,’’ not sales- 
men. He said that it was different in the small towns, 
perhaps, which are not so frequently traveled, but he him- 
self was of the opinion that there are too many so-called 
salesmen calling on the master plumbers and hampering 
the industry. 

Chas. M. Swinnerton, Los Angeles, felt, too, that there 
were too many order takers. He said that such men were 
responsible for the over supply of plumbers, as they get 





WISCONSIN 
Top picture, left to right: H. T. Bauer, W. Tesch, 0. H. Ditt- 
mer, R. G. Wenzel, 0. A. Waskow, G. H. Soergel and H. 
Mueller, all of Milwaukee.—Bottom picture: H. Lippert, C. 
Pelunek, Jacob Schuh and J. Wittig, all of Milwaukee; E. H. 
Skogg and George F. Reeke, both of Green Bay 


journeymen to go in business in order to get orders for 
themselves. In this regard, John Green, Michigan, said 
that these order takers, when they can not get business 
from established plumbers, create new plumbers. They 
get jobs for these plumbers. Then, Mr. Green stated that 
a large majority of these plumbers do not take out licenses 
the second year or they actually fail in the first year, show- 
ing, that no good results from such methods. 

Frank Tweedie, New Orleans, believed that, in addition 
to there being too many salesmen, there was too much of 
supply house figuring heating for men who have no right 
to be in business. 

Mr. Hornbrook returned to the discussion with the state- 
ment that there were 40 per cent too many plumbers, all 
due to unwarranted extension of credit by supply houses. 
Henry Heuck, Gary, Ind., said that promiscuous granting 
of credit is a great evil and told a story of a plumber who 
failed three times in three years, yet each time went back 
into business on the credit of some supply house. 

B. Grunwald, Omaha, Neb., suggested that supply houses 
discontinue engineering estimating departments. 

The Conference Committee, also, approved the resale 
price legislation as proposed in the Capper-Kelly bills in 
Congress and submitted the form of resolution prepared by 
the American Fair Trade League to the convention. 

All the recommendations of the Conference Committee 
were concurred in by the resolutions committee, later, and 
adopted by the convention. 

The resolution submitted by the Illinois Association 
of Master Plumbers calling for the employment of a 
competent representative to work on trade relations with 
manufacturers and wholesalers, for the purpose of carry- 
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ing out fhe intent of the Wholesaler Resolution, was the 
most important action taken in this regard. One com- 
munication—from the Virginia Association—came before 
the convention, this state body of plumbers endorsing the 
“Make a Wholesaler a Wholesaler’ resolution. 

The Pennsylvania State Association of Master Plumbers 
and the Master Plumbers’ Association of Philadelphia sub- 
mitted resolutions in which they concluded that the 
Wholesaler Resolution was directly contrary to the Na- 
tional Association policy as declared at the New Orleans 
convention and they thought that it was not prudent to 
permit such a resolution to be brought before the conven- 
tion unless the national policy of non-interference with 
dealers is first rescinded. These associations, therefore, 
went on record as not being in favor of the adoption of 
this resolution and stated that they would not act in 
accord with this or any other resolution they feel may 
interfere with the free flow of trade. 

The resolutions committee at first decided that this was 
not a resolution, but merely a communication and, hence, 
no action was necessary. However, Pennsylvania wished 
it to be considered as a resolution and it was finally re- 
ferred to the incoming Board of Directors. 














TEXAS 


Top row, left to right: W. P. Shafer of San Antonio; F. H. 
Bush of Fort Worth; T. L. Benning of Dallas.—Middle row: 
R. G. Thomas of San Antonio, president of the Texas State 
Association; B. W. Warren of Houston; N. E. Nations of 
El Paso.—Third row: C. J. Ormond of San Antonio; A. J. 
Monier of San Antonio, secretary of the Texas State Associa- 
tion, with Mrs. Monier and their two children, Kurt and 
Myrtie; C. S. Jahns of Fort Worth—Bottom row: Charles 
Clenk of Fort Worth; P. G. Callahan of Houston; J. O. 
Montrief of Fort Worth 


E. D. Hornbrook, chairman of the resolutions commit- 
tee, made a talk on the Wholesaler Resolution after all 
other resolutions had been acted upon, starting out with 
the statement that plumbing goods should not be sold 
indiscriminately or installed indiscriminately to or by 
any one. He pointed out that plumbers are not in com- 
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petition with wholesalers and asked for the same courtesy 
on the part of the wholesalers. He said that the resolu- 
tion does not demand that plumbers do certain things. It 
merely asks that the contractor, the wholesaler and the 
manufacturer do their own work. 

He said that overproduction was the cause of this in- 
discriminate selling and stated that the desire for volume 
has led to ruinous competition. He pointed out, too, that 
there are plumbers who are not fair and said that the fair 
manufacturer and the fair wholesaler should have the 
support of all. 

A resolution, submitted by the Missouri State Associa- 
tion of Master Plumbers, recommending to manufacturers 
that they underwrite their advertising in trade and other 
publications with the statement, “We sell only through 
the wholesaler—or the master plumber,’’ was adopted 

The Utah Association of Sanitary and Heating Engi 
neers presented a resolution asking that the directors or 
a special committee of the National Association of Master 
Plumbers be requested to wait on the manufacturers and 
associated plumbing supply houses with the view of clear 
ing up abuses in the marketing of B-grade, or cull, ware. 
The resolutions committee did not concur in this resolu 
tion, stating that this was covered at Portland. However, 
W. A. Bywater, president, described conditions in Utah, 
where some of this B-grade ware, supposedly sold to ex 
porters, has come in by boat to the Pacific Coast and found 
its way into his state, where it has been sold right from 
the railroad cars to any one. He wanted relief on this 
situation and stated in his resolution that it is to the best 
interests of the public and of the master plumber that 
these goods be marketed through regular channels and 
that all sales of these ‘‘seconds”’ be invoiced to the pur 
chaser as “seconds.’’ As a result of Mr. Bywater’s talk, 
this resolution was referred back to the resolutions com 
mittee, but was later announced as withdrawn by Mr. By 
water as he was convinced that his problems would be 
answered in other transactions which were to come be- 
fore the convention. 


FURTHER RESOLUTIONS 
HE Detroit Association of Sanitary and Heating Con- 
-_ tractors submitted a resolution requesting that the 
officers and directors of the National Association open 
(Continued on page 112) 
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Top row, left to right: J. P. Brickey, national director, John 
Wallace and W. H. Wofer, all of Denver.—Bottom picture: 
Mr. and Mrs. E. B. Clayton and daughter, of Denver 
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Past Presidents Renew Old Friend- 


ships at Louis 


CUSTOM of the National Association of Master 


Plumbers which is rapidly becoming an established 


A 


tradition, is that of turning over a part of the first meet 
ing of its annual conventions to the Past President’s Club, 
an organization of the former leaders of the association 
This year was no exception to the custom, and 
called to the 


Eynon of Canton, Ohio, secretary 


activities 
convention platform 
of the Past 


these leaders were all 


by Alfred C 
President's Club 


ville Meeting 


thought he could do a day’s work with any younger man. 
He stated that he had come to the convention to renew his 
old acquaintances and to protect the welfare of the or- 


ganization 

John Mitchell of Brooklyn, N. Y., William H. Doyle of 
Philadelphia, Thomas P. Culloton of Chicago and P. M. 
Murphy of Chicago were all unable to be present, but sent 
letters of regret to the secretary. 

E. D. Hornbrook of Kansas City, Mo., thanked the dele- 














J. Fee, A. C. 








David H. Roberts, John 8S, Irvine, Frank B. Lasette, Joseph W. Cannon, A. Selden Walker, L. 
McNamara, E. D. Hornbrook, James 8S. Cassedy, Daniel G. Finnerty, Henry E. Longley, Frank 
Eynon, 





Samuel F. Wilson. 

















members of the club, Mr. Eynon 
resumé of the National association in which 
New York City at its first 
Of the men who were 


tefore calling on the 
gave a short 
he told of its organization in 
convention, June 28 and 29, 1883. 
present at that first convention, only four are still living, 


and only one of that four was present at the forty-fourth 


annual convention, George F. Uber of Philadelphia. The 
other charter members of the association are Alex W. 
Murray of Twin Falls, Idaho, Thomas McNeil of Cincin- 


nati, Ohio, and William McCoach of Philadelphia. 

During the history of the National association, accord- 
ing to Mr. Eynon, it has elected 39 presidents including 
H. E. Longley, who became a past president at this con- 
vention. Of that number 17 have passed on, leaving the 
other 22 to carry on in their behalf 

The first to be called on at the meeting, was John Byrns 
of New York City. He was not present at the convention, 
but had written a letter telling of his regret. In it, he 
said that he is now ninety years ef-age, but still was able 
to be in his office every morning before 8 o'clock. 

Daniel G. Finnerty of Boston, 
1893, came to the platform and said that he had been in 
the plumbing sixty-four but still 


who was president in 


business for years, 


‘ 


gates to the convention for their gratifying attendance, 
and gave expression to the hope that the meetings would 
be helpful to everyone present. David Craig of Boston 
was unable to get to Louisville, and telegraphed his re- 
grets to the convention. He wished success to the con- 
and sent his regards to President Longley. 
Boyd of Chieago also sent his regrets at not be- 


vention 
Charles J. 
ing able to 

A. Selden Walker of Newark, N. J., expressed a great 
deal of satisfaction in being present at the convention, and 
said that he was more than pleased to renew the old ac- 
quaintances of former years. A. C. Eynon was next in 
line, but said that he had talked enough at the beginning 
of the meeting, so called on Frank J. Fee of New York 
City, who gave an interesting talk on the National Asso 
ciation, concluding that-the association had done business 
good many years, and 


attend. 


under its present methods for a 
chould not change now. 

The next past president to take the platform was James 
S. Cassedy of Cambridge, Mass., who said that his appre- 
ciation for the National association had not dimmed with 
the and that his love for the association grew 


(Continued on Page 145) 
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“Domestic Engineering” booth showing pictures of National and State officers 


Exhibits Surpass in Beauty and 
Educational Interest 


2 
3 


HROUGHOUT the convention, the exhibit hall in nati, Ohio; G. W. Schick, Buffalo, N. Y., and W. Harold j 
Kosair Temple, where more than seventy manu- Dowd from the home office at Waterbury ¥ 
facturers displayed their products in beautifully American Pin Co. ' 
decorated booths, was thronged with master plumbers, A handsome display of a needle shower installed under [ 
guests of the convention and the general public. This water over a bathtub, and a representative showing brass if 
was an opportunity for hundreds of plumbers from all products, in charge of D. J. Scott, manager of sales pro ; 
sections of the country to meet personally officers and motion, featured the booth of American Pin Co., Water j 
representatives of manufacturing concerns and talk over jyry, Conn. The various fixtures were shown in the new i 
with them the application of new principles, learn more (yodon plate finish and much interest was displayed in if 
about each one’s products and to hear first hand how they this new plate. Other company representatives at the i 
could be installed and merchandised to the best advan- booth were D. W. Tucker and Hugh D. McLeese 4 
tage. i 
Every booth was worth visiting and every booth was American Radiator Co. } 

‘ . { . > ge ar 9 : ‘ts § 
visited by a steady stream of people each day and evening oa SS See SHEKS  NONNER SvEtonS. pretest if 
: are A of the American Radiator Co., Buffalo, N. Y. The center 18 

of the convention. Exhibits were at once practical and cdagerhoote ‘ 
of attraction was representative models of this company’s i 


good looking. They were educational and interesting. 
Representatives were ever willing to take the time to 
answer any questions. Souvenirs were given away by 


— 


tank heaters. Featured, also, were the hot water heating 
systems for small homes and the warm air heater. Those 
many manufacturers. In every way exhibitors had pre- ‘" charge devoted most of their time explaining the sales 

company. The direct mail adver 


pared a most valuable show of plumbing and heating PUilding plan of their 


equipment. tising service for each product was on display 
visitor was given a souvenir catalog which outlined the 

American Brass Co. R 
‘ ti ‘ = epre 
An educational exhibit, stressing the lasting qualities 
of brass pipe by showing samples taken from installa- 


and each 


eerily ccnamaenet at eat ee 


American Radiator Co.’s sales plan for dealers. 
sentatives of the company were: Louis Bruch, vice presi 
tions as old as 47 years, greeted the eyes of visitors at dent; J. Beirn, assistant general manager of sales, Buf 
the booth of American Brass Co., Waterbury, Conn. Sam- ‘410; F. Loretz, New York, A. Barr, Louisville, J. © 
ples of other kinds of pipe were used in comparison. On Kenney and J. W. Farley, both of Cincinnati. 

two tables were neat display boards of yellow and red 
brass pipe, this latter material being featured as a recent A good-looking booth of bathroom accessories attracted 
development in the manufacture of pipe. On hand to many visitors to the spot where J. H. Balmer Co., Newark, 
answer questions and pass out souvenir paper caps were N. J., held forth. H. E. Voges, Newark, in charge, assisted 
R. E. Coan, E. A. de Diemar, J. W. Allen, all of Cincin- by John Dollman, of Cincinnati, had a busy time shak- 
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J. H. Balmer Co. 
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ing hands with all the conventionites and made their 
booth a center of interest by demonstrating the installa- 
tion of their line of bathroom “jewelry” on tile and imi- 
tation tile walls. 
Black & Decker Mfg. Co. 

A regular workshop was the big double booth of Black 
& Decker Mfg. Co., Towson, Md. Portable electric drills 
and bench grinders were not only on display, but were 





Top picture, left to right: C. D. Lysdale, H. G. Nye ,president. 
and William Clement, all of Nye Tool & Machine Works, 
Chieago—Middle picture: H. E. Rader, 0. Jentsch, L. A. Cor- 
nelius, president; R. E. Larsen and B. 0. Brown, all of Wol- 
verine Brass Works, Grand Rapids, Mich.—Bottom picture: 


Thomas M. Parker, sales manager, R. L. Parker and L. W. 
Hewitt, all of Detroit Range Boller & Steel Barrel Co., Chi- 
eago and T. M. Black, The Dunham Co., Berea, Ohio 


in operation in the hands of nine capable company repre- 
sentatives. Various attachments for these tools and ma- 
chines were, also, on display. R. D. Black, advertising 
manager, was in charge of the booth and with him were 
R. E. Mizener, Harry Abbott, both of Baltimore, B. L. 
Brown, Birmingham, Walter Silliman, Atlanta, Ray Mit- 
ten, Columbus, Ohio, Robert Mitten, George Merrill and 
Al York, all of Chicago. Visitors were given pipes as 
souvenirs. 


Blue Seal Chemical Co. 

The Blue Seal Chemical Co.’s booth was a colorful 
one, filled attractively with display stands of its drain 
featuring particularly its new, small 
spout solvent can. This Roselle, N. J., company, also, 
had on display its boiler liquid in its new, patented can. 
It was a popular booth throughout the convention, but 
particularly so every afternoon when President Sam Wetz- 
ler, Arnold Stahl and Lou Klinger served ice cream to all 
visitors. A Blue Seal fly swatter was another souvenir 
distributed by this company. 


pipe solvent and 
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The Borden Co. 

At the exhibit of The Borden Co., Warren, Ohio, its 
power drive pipe machine and a representative line of its 
tools took the interest of all passers-by. This machine 
was shown in actual operation. The booth was in charge 
of Paul Fritzsche, Warren, Ohio, eastern sales manager, 
and Lee Irby, Meridian, Miss. 

Bridgeport Brass Co. 

The Bridgeport Brass Co. crowd was popular at both 
its booth in the exhibit hall and at its rooms in the 
Brown Hotel where it held open house for the conven- 
tionites after the day’s work was done. A very attractive, 
corner booth was dominated by a black cloth cabinet, 
in the center of which this company’s flush valve stood 
out boldly on a closet bowl, equipped with a white seat. 
The Bridgeport line of tubular plumbing goods was, also, 
on display. An interesting feature was the reproductions 
of this company’s historical advertising. Folding rules, 
brass thumb tacks and literature were passed out to the 
visitors. A. D. Guion, advertising manager, was in charge 
of the exhibit, and S, P. Hackley, L. W. Grout and Sewell 
Hobbs completed the well-known foursome. 

Carnegie Institute of Technology 

Carnegie ‘“‘Tech,”’ of Pittsburgh, famous in this indus- 

try because of its choice as the scholarship school, had a 











Top picture, left to right: G. E. Murch, M. Smoika, G. W. 
Heth and Martin Weil, all of Weil-McLain Co., Chicago.— 
Second picture: F. H. McFerran, Jas. W. Barber, W. H. Max- 
well and R. HH. Lewis, all of Ruud Manufacturing Co., Pitts- 
burgh—tThird picture: B. C. Hecox, L. C. Whitney, B. E. 
Goerler, secretary and treasurer and C. A. Green, all of J. A. 
Sexauer Manufacturing Co., Inc., New York City.—Bottom 
picture: N. S. Gordon, C. E. Littel and T. C. Nelson, all of 
Robbins-Gamwell Co., Pittsfield, Mass, 
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booth in the exhibit hall which was visited by many 
fathers and mothers anxious to learn more about this seat 
of learning. The booth was most attractively arranged, 
with a large airplane picture of the school, flanked on 
each side by a picture of Andrew Carnegie, who founded 
the school, and by a picture of Theo. Ahrens, president 
of Standard Sanitary Mfg. Co., who endowed the $100,- 
000 chair in plumbing, heating and ventilating. Under 
the large picture was a list of the courses taught in each 
of the four years and a book case was filled with the text 





Top picture, left to right: C. E. Norman, manager; Dixon C. 
Williams, president; Miss Anita Williams, and Richmond Ro- 
chester, Jr., all of Chicago Nipple Mfg. Co., Chicago—Second 
picture: Representatives of Josam Manufacturing Co., Cleve- 
land, Ohio-—Third picture: W. F. Selsemeyer, Joseph Wor- 
sheck, L. L. Smith, 0. F. Deppermann and J. J. Born, all of 


Kohler Co., Kohler, Wis.—Bottom picture: 8. 8. Thornberry, 
W. R. Vosper and C. A. Wagner, all of Toledo Pipe Threading 
Machine Co., Toledo, Ohio 


books used in the plumbing and heating course. The 
“Theo. Ahrens Professor,’’ S. E. Dibble, was at the booth 
to answer questions and with him was a student of the 


course from Wichita, Kansas, Wayne Crouse. 


Central Foundry Co, 

An interesting display of soil pipe, lead locked hubs, 
re-vent and drainage fittings and drain traps featured the 
exhibit of Central Foundry Co., New York City. J. J. 
Crotty, Boston representative, was in charge. 


Central Tube Co. 
Central Tube Co., Pittsburgh, Pa., had a well-located 
booth, in charge of C. G. Hutton and David Smythe, both 
of Pittsburgh. On display was black and galvanizcd pipe, 
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Top picture left to right: R. E. Coan, W. H. Dowd and 
G. W. Schick, all of The American Brass Co., Waterbury, 
Conn.—Middle picture: Norman Boosey, of Greenwood Manu- 
facturing Co., Detroit, Mich.; H. E. Shenton, of Neptune Meter 
Co., New York City, and O. P. Similer, president, Hoffman 
Heater Co., Louisville, Ky.—Bottom picture: A. Stahl, Samuel 
Wetzler, president, and L. Klinger, all of Blue Seal Chemical 
Co., Roselle, N. J. 


with cold bent samples. Standard and line pipe couplings 
were exhibited and, neatly displayed on racks, was the 
Central Tube Co.’s line of galvanized and black conduit 
Visitors who stopped to talk and look were presented 
with nail files. 

Chicago Faucet Co. 

A series of cabinets in one combined unit, electrically 
illuminated and with a black background, demonstrated 
most effectively Chicago Faucet Co.’s products. Through- 
out the whole display emphasis was laid on the renew- 
able construction of the faucets. Among the products 
featured were this company’s new integral supply lava- 
tory fixture, new switch valve bath fixture and standing 
waste bath fixture. Also, it was demonstrated how this 
company’s swinging spout faucet could be made into a 
spray faucet. A. C. Brown, president of Chicago Faucet 
Co., and his wife were at the convention, and J. H. Gavin 
and G. C. Freeman, both of Chicago, were, also, on hand 
to explain their goods and answer questions. 


Chicago Nipple Mfg. Co. 

The booth of Chicago Nipple Mfg. Co., Chicago, was 
shared by the Chicago Automatic Electric Boiler Co., of 
the same city. The display board of Chicago nipples, 
floor and ceiling plates and hangers proved of iuierest to 
the visitors. The exhibit of the new electric boiler for 
steam and hot water house heating and, also, for domestic 
hot water purposes kept this booth packed throughout 
the convention. A model of an electric house heating 
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boiler was shown in operation and Richmond Rochester, 
Jr., electrical and mechanical engineer in charge of the 
boiler exhibit, was one of the busiest men in the hall 
answering the many questions asked about this new prod- 
uct. Dixon C. Williams, president of Chicago Nipple 
Mfg. Co., spent much of his time, also, at the booth, and 
Cc. E. Norman, in charge of this company’s products, com 
pleted the representation from Chicago. 
Chicago Pipethread Machine Co. 

The Chicago Pipethread Machine Co. Racine, Wis., ex- 
hibited its high speed, portable pipe machine, showing it 
in operation cutting, reaming and threading pipe from 
™%-in. to 2-in. The following representatives were pres- 
ent and emphasized among these other features the ma- 
chine’s automatic opening die head: L. H. Taylor, presi- 
dent, R. T. Ingalls, secretary, Clifford Peterson, treasurer, 
and Wm. J. Eberlien, factory representative. 

c. F. Church Mfg. Co. 

The C. F. Church Mfg. Co., Holyoke, Mass., had a very 
handsome exhibit in charge of W. J. O’Connor, Chicago. 
In the arrangement of the booth, a miniature seat for dis- 
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Top picture, left to right: H. M. Sedgwick, of 8. Wilks Manu- 
facturing Co., Chicago; F. B. Hackett, of Brunswick-Balke- 
Collender Co., Chicago; G. Hogg, Louisville, Ky. manager of 
United States Radiator Corporation, and E. C. Guenther, of 
D. & T. Manufacturing Co., St. Louis, Mo—Second picture: 
Lee M. Keller and President Edward L. Delany, of Coyne & 
Delany Co., Brooklyn, NV. Y.; Forrest A. Heath, sales man- 
ager, and E. I. Lassor, Southern district manager, Silent Au- 
tomatic Corporation, Detroit, Mich.—Third picture: Carr Lig- 
gett, and President ©. H. Ingwer, of Ridge Tool Co., Elyria, 
Ohio; H. W. Seymour, Crane Co., Chicago, and J. D. Tschoptk, 
of Standard Sanitary Manufacturing Co., Pittsburgh.—Bottom 
picture: William H. Lee, and H. B. Davidson, both of The 
Duro Co., Dayton, Ohio; John Cripps and George E. Todd, sales 
manager, Eagle-Picher Lead Co., Cincimnati, Ohio 


play purposes was featured and attracted much interest 
from merchant plumbers who visited the exhibit. Several 
of this company’s white seats were displayed and the 
walls of the booth were decorated with a number of pic- 
tures of large buildings where Church seats have been in- 
stalled. Poker chips were given out as souvenirs. W. W. 
Baer, manager of the Chicago office, was, also, on hand to 
greet the visitors. 
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Cleveland Gas Burner & Appliance Co. 

The booth of Cleveland Gas Burner & Appliance Co. 
Cleveland, Ohio, was lined around the walls with a repr: 
sentative display of this company’s patented gas burner: 
H. E. Kerr and Ira E. Baker, both of Cleveland, were i 
charge of the exhibit and explained to the interested con 
ventionites the uses and mechanical details of thes: 
burners. 

Columbia Sanitary Mfg. Co. 

The Columbia Sanitary Mfg. Co., Louisville, Ky., had 
three booths, one of which was a regular moving picture 
theater where a show, called “A Day’s Work in 30 Min 
utes,” was performed in pictures. This was a picture of 
the company’s plant and processes of manufacture. Ther: 
were, also, two bathroom exhibits, featuring, particularly 
a corner, built-in apron tub. A complete kitchen was an 
interesting part of Columbia Sanitary Mfg. Co.’s booth, as 
well. 

This company gave each visitor a button to wear. Out 
of every hundred buttons there were two numbers alike 
and when the two persons wearing the same number met 
each other, they could go to the company’s show room and 
receive a handsome prize. The company, also, gave out 
pencils and will mail a souvenir to every master plumber 
who registered at the booth. Louisville being the home 
city of Columbia Sanitary Mfg. Co., there were a great 
many representatives present at the convention. To men- 
tion a few, C. C. Stauss, advertising manager, was in 
charge of the exhibit, and Geo. H. Laib, president, W. G 
Probst, vice-president and manager, W. B. Young, secre- 
tary, and Phil F. Laib, treasurer, were around the exhibit 
hall meeting the plumbers at all times. 

Coyne & Delany Co. 

A glass tank, with fittings under water, held the center 
of Coyne & Delany Co.’s booth. This Brooklyn, N. Y., 
concern was the recipient of much interest with its display 
of tanks, low tank valves, china press-down levers, ball 
cocks and hidden steel screw seats. A sectional view of 
this seat showed its construction. E. L. Delany, president, 
was in charge of the exhibit, assisted by Lee M. Keller. A 
man under a huge dummy Coyne & Delany valve walked 
around constantly, attracting considerable attention with 
the calliope attachment on this novel advertising device. 

Crane Co. 

Crane Co., Chicago, had three booths in a row to display 
its products, all of which were most effectively exhibited. 
Considerable attention was given by the visitors to the 
complete bathroom on display, which was a replica of the 
bathroom equipment being used in the New Stevens Hotel, 
Chicago. Handsome cabinets displayed this company’s 
plumbing and steam products. Water softeners, automatic 
water systems and automatic storage gas water heaters 
completed the equipment on display. Crane cigars and 
cigarettes were passed out to all who visited the booth. 
H. E. Ore was in charge of the exhibit and other Crane 
men there were H. W. Seymour, general manager of sales, 
J. A. Farley, assistant general manager of sales, J. Comer 
and H. D. Grigg. 

A. F. Curtin Valve Co. 

Tank fittings formed the display of A. F. Curtin Valve 
Co., Medford, Mass. A glass front tank was on exhibit, 
attracting much interest in the opportunity it afforded to 
see the Curtin fittings under working conditions. Curtin 
pencils were handed out as souvenirs. A. F. Curtin was 
on hand to greet his friends and talk business. A. F 
Curtin, Jr., was, also, there and was busy shaking hands 
and telling the conventionites all about his company’s line 

The Casey-Hedges Co. 

Part of the booth of Milwaukee Flush Valve Co., Mil 

waukee, Wis., was used by Frank L. Murphy, representing 
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both companies, to exhibit the range boilers and soil pipe 
of The Casey-Hedges Co., Chattanooga, Tenn. 


Detroit Range Boiler & Steel Barrel Co, 


The Detroit Range Boiler & Steel Barrel Co., Detroit, 
Mich., had a very interesting exhibit, consisting of the gas 
water heaters manufactured by Dunham Co., Berea, Ohio, 
range boilers and its new automatic storage gas water 





Top picture, left to right: L. D. Paterson, sales manager, FP. 
M. Southworth and J. W. Gannon, all of X Laboratories, New 
Brown, president, Chicago 
Brown 


York City.—Bottom picture: A. C. 


Faucet Co. Chiengo, and Mrs. 


dis- 
thermostat with pilot control, used on the new 


Also, the company’s rust 
The 
heater, 


heater. preventer was on 


play. 


storage was shown in actual operation and at- 


tracted much attention. Several gas water heaters were 
given away by this company at the end of the convention. 
Thos. M. Parker was in charge of the booth. Others there 
Parker and L. W. Hewitt. T. M. Black, of 


the convention. 


were R. L 


Dunham Co., was, also, at 


Domestic Engineering 


HE moving pictures shown by ‘“‘Domestic Engineer- 
ing’’ attracted a large crowd throughout the three 
days of the convention. These movies of the Portland 


convention, of several association affairs and even of many 
the of fun. 
The moving picture machine projected its from a 
large replica of Engineering 
on to a screen in center of a large 
paper. The booth were 
pictures of state association presidents and other associa- 
tion leaders, the of the convention, these 
framed pictures were presented to these men. Bath-a-Day 
balloons, buttons and fans were given out as souvenirs. 


delegates at Louisville convention were a lot 
views 
Directory 
replica of the 


lined with 


Domestic Catalog 
the 


walls of the double 


and, at close 


“The Story of the Bath” was, also, on display among 
copies of the paper, various reprints and the Catalog 
Directory. Representatives present were E. De Forest 


Winslow, O. T. Carson, R. V. Sawhill, D. J, Hansen, E. G. 
Hutchison, R. Payne Wettstein, D. M. Kenney, F. S. King, 
Chas. E. Price, L. H. Gray, J. D. Fleming, T. H. Craige 
and R. H. Partenfelder. 
John Douglas Company 

John Douglas Co., Cincinnati, Ohio, had a very attrac- 
tive booth in which was shown a representative line of 
Douglas closets, lavatories, urinals and drinking fountains. 
The attention of the visitors was called, also, to a manicure 
table and a baby closet, two fixtures which John Douglas 
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Co. makes. Combined with this exhibit was an exhibit o 
closet seats, made by the Flintex Corp., Cincinnati. On: 
of these seats was on display in a glass container, filled 
with water, for the purpose of showing that moisture had 
no effect on the hard rubber of which this seat is made 
Those in charge of the booth were Sidney J. Bush, Louis 
ville, C. W. Metz, vice-president, Cincinnati, Ohio, and 
Langdon Bowie, New Orleans. C. E. Douglas was, also 
there to represent the Flintex Corp 
The Duriron Company, Inc. 

The exhibit of The Duriron Co., Dayton, Ohio, was a 
cascade of acid over various kinds of pipe, showing the 
relative effects of acid on the different materials. M. W 
Smith, sales manager of this company, was in charge ot 
the booth and explained to the many conventionites whi 
stopped before this interesting exhibit all about his com 
pany’'s acid resisting pipe. 

The Duro Co., Ine, 

The Duro Co., Ine., Dayton, Ohio, had on display its 
deep well and shallow well pumps, and, to show just how 
these pumps worked, had two of them set up in actual 
operation. This company’s automatic water softener was 
also shown. Duro corn cob pipes and péncils were dis- 
tributed as souvenirs to those who visited the booth, and 
Wm. H. Lee and EF. P. Ramey were the two representatives 
present to go into detail about their company’s products. 


EverHot Heater Company 
The EverHot Detroit, Mich., had a stock 
heater operating in its booth under laboratory conditions 
T. J. Tobey was in charge of this exhibit and explained to 
the many visitors the meaning of the laboratory apparatus 
and how it measured the efficiency of the heater. The 
heater was working as an instantaneous heater, with the 


Heater Co., 





Top row: A. M. Maddock of Thomas Maddock's Sons Co.., 
Trenton, N. J.; Louis F. Bruch, vice-president of the Ameri- 
can Radiator Co., Buffalo, N. ¥.—Bottom row: F. J. Shuell, 
president of the EverHot Heater Co., Detroit, Mich.; L. A. 
Cornelius, president of the Wolverine Brass Works, Grand 
Rapids, Mich.; William J. Woolley, vice-president of the Woift 
Manufacturing Corporation, Chicago 


temperature of the outgoing water and the escaping gases 
reported on recording thermometers. The consumption 
of the gas was shown by a one foot meter and a stop 
watch, The draft necessary to operate the heater was 
shown by a draft gauge. The combustion chamber tem- 
perature was indicated by a thermocouple pyrometer. Wet 
and dry bulb thermometers, aneroid and mercury tube 
barometers were used in connection with a gas calorimeter, 
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THE BARTLETT-BRAINARD APARTMENTS, HARTFORD, CONN 





Builders and Architects Plumbing Contractors: 
Bartlett and Brainard The Immick Company, 
Hartford, Conn. Meriden, Conn 


A Modern Necessity 


From its simple, trouble-proof mechanism 
to its neat and tamper-proof exterior, the 
SIMPLEX Flush Valve meets every re- 
quirement of modern sanitation. Con- 
structed like an injector, it has no unneces- 
sary parts and delivers a strong, silent 
flush, then closes with a smooth, gradual 
and positive action even on low pressures. 
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Ask your jobber for 
SIMPLEX Flush Valves 






Office and Warehouse Carrying Stock of Perfeciion Products and Simplex Flush Valves 
234 WATER STREET, NEW YORK CITY 


BEATON & CADWELL MFG.CO. 
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DURO Red Book 


Duro’s low prices have been lowered still more — capacities are 


greater — pump speeds reduced ! 









Sweeping price reductions include pumps, complete systems, 
tanks and accessories. 


No one can underbid the Duro dealer. No one can give higher 


quality. No one can render better service. 


Before you bid on another 


pump job, get your free copy of 
the new DURO Red Book — it 


explains everything. 








Where shall we send it? 


THE DURO COMPANY 
1107 MONUMENT AVE., DAYTON, OHIO 


World’s Largest Makers- World’s Largest Sellers. 
Automatic Water Systems- Automatic Water Softeners. 


A Few DURO Features 


No. 88 Pump, 200 gals. an hour capacity, 
only $79.50 list, f.o.b. Dayton. 

No. 77 Complete System, 200 gals. an 
hour capacity, only $84 list f.o.b, Dayton. 


All wearing parts are machined and 
ground to one-half the thickness of a 


human hair. 


Automatically lubricated. 
Two-pole Automatic Switch. 


Long-life uninterrupted service. 


Guarantee in writing. 


Mention Domestic Encineertinc when writing advertisers, 


ese: 


Duro Guarantees Satisfactory Water Service 
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HEAT INSURANCE !!!!! 


SYPHON AIR VALVE 


Money and experience cannot make a better non-adjustable Syphon Air Valve. 


The “Dole” fills the demand for a non-adjustable, syphon, all-metal air valve— 
a valve embodying Dole thermostatic principles, quality materials and workman- 
ship and a valve that can be sold at a popular price showing a “long trade profit.” 





If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave,, Chicago, Il. 








Mention Domestic ENGINEERING when writing advertisers. 
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set up in operation to show the B.t.u. value of the gas 
supply. The products of combustion were analyzed and, 
in all ways, the plumber was given a complete demonstra- 
tion of the efficiency of the EverHot heater. A good 
demonstration of burner action at various gas pressures 
was also given. Those present from EverHot Heater Co. 
were Frank J. Shuell, president, Detroit, Mich.; E. E. 
Ledbetter, vice-president and general sales manager, De- 
troit; Walter Vallett, eastern sales manager, New York 
City; H. W. Cheel, New York City; L. P. Eaton, Chicago; 
E. W. Hopper, Cincinnati; R. H. Ritchie, Indianapolis; R. 
E. Shuell, Louisville; L. H. Letts, St. Louis; Franklin 
Thompson, Philadelphia, and J. W. Plasterer, Indianapolis. 


Excelso Specialty Works, Inc. 

A complete line of direct and indirect auxiliary heaters 
was on display at the booth of Excelso Specialty Works, 
Inc., Buffalo, N. Y. The exhibit featured the big, triple 
coil heavy duty heaters, 600 and 800 gallon sizes. At 
this booth, passing out cigars to all visitors, were C. P. 


Wadley, president, and R. FE. Moore, Chicago. 


Good Manufacturing Co. 

A very interesting exhibit was presented by the Good 
Mfg. Co., New York City. In the booth was a display 
which showed rubber in all of its stages, from the crude 
ham to the finished product. Display boards exhibited the 
company’s line of rubber washers and other specialties 
and, also, the company’s line of brass goods. In the 
center of the booth was a glass tank showing the com 
pany’s hard rubber float, tank bulb and flush valve. As 
souvenirs the company gave out ash trays and cigars. In 
charge of the exhibit was W. B. McCurdy, New York City, 
assisted by F. W. Robinson and G. C. Davis, both of the 
middle west territory. 

Hall-Will, Inc. 

The new portable pipe machine, recently announced to 
the trade by Hall-Will, Inc., Erie, Pa., was on exhibition 
at this company’s booth. G. C. Hay, sales manager of this 
concern, was there, showing the machine in operation, 
cutting, threading and reaming pipe, and demonstrating 
the various features of this machine. The booth was the 
center of a good crowd at all times. 

Hoffman Heater Company 

The Hoffman Heater Co., Louisville, Ky., had a hand- 
some exhibit showing the entire line of Hoffman heaters 
and featuring particularly its new domestic storage system, 
built especially for hard water. Attention of visitors was, 
also, called to this company’s new instantaneous heater. 
O. P. Simler, Ross Johnson, Fred Hillinghast and C. B. 
Allison were the company representatives in charge of the 
booth to explain to the many visitors all about their line 
of heaters. 

Hoffman Specialty Co. 

A complete line of venting valves and Hoffman con- 
trolled heat specialties was neatly arranged in the inter- 
esting exhibit of Hoffman Specialty Co., New York City. 
C. V. Haynes, New York City, R. R. Emerson, New York 
City, and F. H. Gaylord, Chicago, were on hand at the 
booth at all times, greeting the visitors. 

The Hotstream Heater Company 

The Hotstream Heater Co., Cleveland, Ohio, devoted its 
booth to a display of its new storage system set. As Geo. 
G. Gebhart, sales manager, who was in charge of the 
booth explained, this is a set by which the plumber can 
make up his own storage system. The set consists of a 
double copper coil heater, a thermostat and draft regula- 
tor, and much interest was exhibited by the conventionites 
in Mr. Gebhart’s description. Hotstream pencils and hu- 
morous cards were given out as souvenirs. 
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Jenkins Bros, 

Jenkins Bros., New York City, had a representative line 
of brass valves on display, among which they featured 
particularly their new modulating valve. The well known 
Jenkins valve charm was given to each visitor as a 
souvenir. In charge of the booth was W. E. Lueders, 
Chicago, assisted by Jas. Martin of New York City. 

Josam Mfg, Co, 

Josam Mfg. Co. Cleveland, Ohio, had a pretentious dis- 
play in a big double booth, in which it showed a repre- 
sentative line of its drains and back water traps On 
exhibit, also, it had the original Josam double drainage 
drain. Its copper tube water heaters attracted consider- 
able interest in another section of the booth. Right in the 
center of the booth was a moving picture set-up, in which 
motion pictures of the Josam factory and foundry scenes, 
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Top picture, left to right: E. P. Ramey, of The Duro Co., Ine., 
Dayton, Ohio; George G. Gebhart, sales manager, The Hot- 
stream Heater Co., Cleveland, Ohio, and Theodore Ahrens, 
president, Standard Sanitary Manufacturing Co., Pittsburgh— 
Middle picture: Leon Bloch and Otto A, Schaffer, both of 
Republic Brass Co., Cleveland, Obio; C. P. Wadley, president, 
and R. E. Moore, both of Excelso Specialty Works, Inc., Buf- 
falo, N. ¥.—Bottom picture: William J. Hebenstreet, Kansas 
City, Mo., manufacturers’ agent; G. C. Hay, sales manager, 
Hall-Will, Ine., Erie, Pa., and W. T. Casey, of Joseph A. Vogel 
Co., Wilmington, Del. . 


demonstrating the manufacture of Josam products, were 
shown. This was a popular booth and at all times sur- 
rounded by a large crowd. The company gave out whistles 
and thermometers as souvenirs. Among the representa- 
tives present were Joseph Hirshstein, president; M. B. 
Koblitz, sales manager; W. W. Busch, Leo Mayer, E. H. 
Gardner, F. M. Wilcox, M. J. Hirshstein, E. J. Healy, M. 
A. Sisk, H. H. Engeling, H. A. Stamper, I. L. Roark and 
H. B. Fridstein, advertising manager. 
Juvenile Wood Products, Inc. 

Gertrude A. Muller, president of Juvenile Wood Pro- 
ducts, Inc., Fort Wayne, Ind., was at the convention with 
the baby closet seat made by her company. She was 
assisted by Mrs. Patty E. Garnett, assistant sales manager, 
and both were kept busy throughout the convention, ex- 
plaining the promotional possibilities of this seat as well 
as its application to the ordinary seat. 
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They Satisfy 


The Exhibit of Curtin 
Noiseless Tank Fit- 
tings again proved to 
be the favorite at the 
recent National Con- 
vention of Master 


Plumbers in Louis- 
ville, Kentucky. 


There’s a reason. 


A. F. Curtin Valve Co. 


76 Ship Ave., Medford, Mass. 
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Compact, simple in construction. 
Large prime heating surfaces. 
Long flue travel. 


Grates adapted to burning cheaper 
grades of fuel. 


Handy cleanout doors. 





Fine construction generally 





“Welcome Warmth’”’ 


Important as the House Itself 


If you are not already handling Gurney 
Heaters be sure and check this advertisement 
in order to get the opinions of architects and 
users on Gurney Heating systems. 


Hot water and steam. For large apart- 

ments, residences, garages and laundries. 

2 There’s business waiting for you. Why not 
get it. Send for booklet today. 


GURNEY HEATER M’F’G COMPANY 


. General Offices: Boston, Mass., 93-97 Oliver St., Ft. Hill Square 
Gurney Heater Co., Inc. Gurney Heater Mfg. Co. Gurney Heater Co., Inc. 
New York Richmond, Va. Philadelphia Thi < 
Sianly Be..GCen. Amalie Ave ~~ is is a Photograph of a No. 925 
a ‘hone ioland City 418 E. Main St. 108 North 17th St. Gurney Water Boiler 


Mention Domestic ENGINEERING when writing advertisers. 

















a 


pe yee 





aera 


Knott Manufacturing Co. 

The Knott Manufacturing Co., Tell City, Ind... had its 
line of toilet seats on display and featured particularly its 
weautiful, new crackle finish seat This booth was visited 
by practically all who entered the exhibit hall, and the 
ompany gave out miniature sample seats as souvenirs. In 
harge of the exhibit was Chas. T. Fournier, manager 
who was assisted by J. T. Cody, superintendent 

Kohler Company 

Kohler Co., Kohler, Wis., had a very handsome exhibit 
in which it featured its bath and kitchen fixtures Each 
fixture had plenty of space in the big double booth and 
stood out to a very good advantage. The booth was beau- 
tifully trimmed and decorated with pictures of Kohler 
Wis. It was located right opposite the band stand and 
with its easy chairs, was a most inviting one to visit. L 
L. Smith, Jos. Worsheck, Wm. Selsemeyer, J. J. Born and 
Otto Deppermann were the Kohler representatives at the 
booth 

Thomas Maddock’'s Sons Co. 

Thos. Maddock’s Sons Co., Trenton, N. J., had a beau- 
tiful double-booth display in which it featured a complete 
miniature bathroom display combination This minia 
ture bathroom for display windows or salesrooms attracted 
considerable interest from the merchant master plumbers 
who were looking for new merchandising ideas In the 
Maddock’s booth, also, was a representative line of th 
various fixtures manufactured by this company. The com 
pany distributed lemon squeezers to the visitors The 
booth was in charge of E. B. Lane, sales manager, and the 
other representatives present were Wm. Devine, Jr., Chi- 
cago; A. Kops, St. Louis; Chas. Lippy, Detroit, and King 
Kelly, Trenton. 

Milwaukee Flush Valve Co. 

The Milwaukee Flush Valve Co., Milwaukee, Wis., rep- 
resented by J. S. Judell, secretary and general manager, 
displayed its line of built-in fixtures and showers, featur 
ing particularly a new shower recently put on the market 
by this company. The company’s line of basin fixtures was 
also exhibited. Besides Mr. Judell, F. P. Murphy, Cleve- 
land, represented this company at the booth 

Mueller Company 

Mueller Co., Decatur, Ill., had a beautiful corner booth 
in which a line of cabinets with black backgrounds formed 
an effective setting for the display of the general line of 
Mueller brass goods Built-in fixtures and the company’s 
new sink faucet were featured particularly An educa- 
tional exhibit which showed the manufacture of brass 
faucets from the foundry to the finished product received 
much attention from the many visitors Cc. N. Wagen- 
seller, who was accompanied by his wife, was in charge of 
the Mueller booth to assist Philip Mueller and wife. Other 
representatives were O. C. Draper and wife, Geo. White, 
all of Decatur; W. C. Heinrichs, St. Louis; Ivan Van 
Hafften, New York, and Floyd V. Johnson, Louisville 

National Tube Company 

Models showing the butt weld process of making pipe 
featured the booth of National Tube Co., Pittsburgh, Pa 
Various samples of scale free pipe, samples of threading 
and the range of sizes of all kinds of standard pipe were 
attractively arranged in the big double booth of this com- 
pany. In charge of the booth, and explaining this com- 
pany’s process of manufacturing, was W. L. Schaeffer, 
1dvertising manager. Other representatives of the Na- 

mal Tube Co. present were: H. G. Breckenridge, T. M 
Dugan and C. R. Texter. 

The Nye Tool & Machine Works 
The complete line of Nye pipe tools was on exhibit at 


the booth of the Nye Tool & Machine Works, Chicago, III. 
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Of particular interest to the many visitors at this booth 
was a novel display fixture prepared by Harry G. Nye him 
self This fixture was made out of Nye products com 


pletely and was illuminated by lights whose sockets were 


the center of some of the tools H. G. Nve, president, C 
D. Lysdale and Wm. Clement, all of Chicago, were the 
Nye men present at the convention 

Neptune Meter Co, 

Relief valves and water meters formed the display of 
the Neptune Meter Co., New York City These devices 
were shown in numerous ways and H. E. Shenton, who was 
in charge of the booth, was there at all times to tell the 


visiting plumbers about his company’s products 





Top picture, left to right: S. G. Landers, George M. Durgin, 
Dick Wanger and EK. T. Orth, all of Woodward-Wanger 
Co., Philadelphia, Pa.—Second picture: H.°G,. Breckenridge 
and C. R. Texter, both of National Tube Co., Pittsburgh, Pa.; 
M. W. Lansing, advertising manager, and A. Hoffman, both 
of Trenton Potteries Co., Trenton, N. J.—Third picture: Harry 
E. Kerr, general manager and Ira Baker, both of Cleveland 
Gas Burner & Appliance Co., Cleveland, Ohio; A. 8. Gould, sales 
manager, and P, E, Willis, both of Oster Manufacturing Co., 
Cleveland.—Fourth picture: L. H. Taylor, president, and W, 
G. Eberlein. both of Chicago Pipe Threading Machine Co., 
Racine, Wis.; W. E. Lueders and J. M. Martin, both of Jenkins 
Brothers, New Vork City.—Bottom picture: Lee Irby, A. 
Thornton and Paul Fritzsche, eastern sales manager, all of 
Borden Co., Warren, Ohio 


Oster Mfg. Co. 

The Oster representatives, A. S. Gould, sales manager, 
and P. E. Willis, worked hard at the exhibit of the Oster 
Mfg. Co., Cleveland This company’s pipe machine was 
on display and these two representatives kept it going 
constantly, cutting, threading and reaming pipe On dis- 
play, also, were the company’s electric die stock and other 
tools. Feathers and oil change indicators were souvenirs. 
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All Speakman Lavatory 
Fixtures Have the New 
Raised Seat Valve 


(Renewable) 





The UNIT-ACTO 





B teag: valve seat is raised so that the first fractional turn of the handle permits 
a free flow of water. Seats are renewable. The valves are easily operated 
and never bind. Washers are swivel disc and are encased. 


The Unit-Acto fixture fits lavatories with chain stay hole drilled in back of over- 
flow. It is furnished with the Acto Waste which is simply operated, never binds 
“stays put” and never leaks. 


The Unit Fixture fits lavatories drilled for two faucets and standing waste. 


Ss an Lavatory Fixtures are shown in our latest folder-—Under One-Nozzle 
ixtures. Glad to send copies imprinted with your name if desired. 


SPEAKMAN COMPANY 
WILMINGTON, DELAWARE 


SHOWER 


and FIXTURES 














78 DOMESTIC 


Pierce, Butler & Pierce Mfg. Corp. 

An attractive display, located right near the entrance to 
the exhibit hall, included round boilers, hot water supply 
boilers and radiation of Pierce, Butler & Pierce Mfg. Corp., 
New York Cits This booth came in for considerable 
attention and there to greet the visitors and answer all 
questions were Robt. Baskerville, Detroit sales manager, 
and W. J. Woolley, vice-president. 


Pittsburg Water Heater Co. 

A handsome exhibit of water heaters, including its full 
line of automatic gas water heaters and tank heaters, 
filled the booth of Pittsburg Water Heater Co., Pittsburgh, 
Pa This company featured particularly its new heater 
with a hard water unit, manufactured for use in hard 
water territory Big jumbo pencils were handed out as 
souvenirs to the visitors KE. A. Krah, Jr., superintendent 
of factories, was in charge of the Pittsburg booth, and 
other representatives present were Hartley Walker, presi- 
dent; John R. Bly, vice-president; O. M. Dillman, Louis- 
ville; Ben Thole, Cincinnati; H. C. Rucker, St. Louis, and 
Michael Murphy, New Orleans. 





Top picture, left to right: C. C. Stauss, Charles Bird, G. Fred 
Laib, George H. Laib, W. G. Probst, R. Striepe, E. H. Kingston 
and ©. H. Carr, all of Laib Co., Louisville, Ky.—Second pic- 
ture: W. CC. Heinrichs, 0. C. Draper, G. W. White, Philip 
Mueller, Ivan Van Hafften, CC. VN. Wagenseller and F. V. John- 
son, all of Mueller Co., Decatur, Hii—Third picture: G. O. 
Schwartz; K. P. Gordon, vice-president in charge of branches, 
and W. J. Woolley, vice-president in charge of sales all of 
Wolff Manufacturing Corp.;: BR. A. Baskerville, of Pierce, 
Butler & Pierce Manufacturing Corp., and 0. V. Woolley, of 
Wolff Manufacturing Corp.—Bottom picture: Front row, T. J. 
Tobey, W. I. Vallett, F. J. Shuell, president, E. E. Ledbetter, 
sales manager, and H. W. Cheel; back row, R. H. Ritchie, C. 
F. Thompson, L. P. Eaton and L. H. Letts, all of EverHot 
Heater Co., Detroit, Mich. 
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Pittsburgh Training School 

The Pittsburgh, Pa., delegation brought to the conven- 
tion a number of samples of the work done at the Pitts- 
burgh Training School by students, and exhibited this 
work in a very attractive booth in the exhibit hall. The 
exhibit included, besides samples of practical work, a num- 
ber of student drawings. Pictures of the school adorned 
the walls. J. F. Driscoll, instructor, was in charge of the 
exhibit, answering all questions and explaining just what 
is done at this apprenticeship school. Leo J. Scanlon, one 
of the students, was also there, having been selected to 
attend the convention because of his high standing . 

Republic Brass Company 

In a very handsome booth, decorated with pictures of 
the ‘“‘Modern Plumber,” Republic Brass Co., Cleveland, 
Ohio, featured its two way service control bath and shower 
fixture. Trip-lever wastes were also on display, along with 
various other Republic fixtures, all arranged in a way to 
attract the interest and attention of all passers-by. Sev- 
eral of the fixtures on display were awarded to plumbers 
at the end of the convention. In charge of the booth were 
L.. Bloch and Otto A, Schaffer. 

Ridge Tool Company 

A complete exhibit of pipe wrenches, both straight and 
end, as well as portable vise stands, post vises and pipe 
cutters formed the exhibit of the Ridge Tool Co., Elyria, 
Ohio. This company gave out a six-inch wrench to every 
master plumber who registered at the booth and E. E. 
Preston, who was in charge of the booth, was a busy man 
throughout the three days demonstrating his company’s 
products. Besides Mr. Preston, C. H. Ingwer, president of 
the company, and H. D. Greer, Cleveland, were present. 

Robbins, Gamwell & Company 

The Robbins, Gamwell & Co., Pittsfield, Mass., exhibited 
its portable electric pipe machine. This machine runs off 
the current from an ordinary electric light socket, and 
was set up in operation and demonstrated to all interested 
visitors. In addition to the portable pipe machine, chain 
tongs, tank gauges and indirect water heaters were attrac- 
tively exhibited. (. E. Littel, sales manager, was in 
charge of the booth and with him were Norman Gordon, 
Detroit, and Thos. Nelson, Chicago. 

Ruud Mfg. Co. 

In the booth of Ruud Mfg. Co., Pittsburgh, Pa., were 
two sizes and types of instantaneous gas water heaters. 
Also,, this company’s junior storage system and a new 
storage heater were on display. Mechanism models and 
sectional cut-away views of some of the heaters helped to 
bring out the various features. The booth was popular, 
not only for its interesting display, but because orangeade 
was served to the thirsty throughout the convention, R. 
H. Lewis, sales manager, was in charge of the booth, and 
with him were F. H. McFerran, Louisville; Jas. W. Barber, 
Ohio and Pennsylvania territory; W. H. Maxwell, New 
York, and C. H. France, Cincinnati. 

J. A. Sexauer Mfg. Co., Inc. 

A working toilet tank, demonstrating the Sexauer tank 
bulb, was of particular interest to all plumbers who visited 
the booth of J. A. Sexauer Mfg. Co., Inc., New York City. 
This booth was a colorful exhibit of all the Sexauer spe- 
cialties, in which were attractively displayed this com- 
pany’s waste pipe cleaner, enamel cleaner and tank bulbs. 
The booth was very well located, being at the corner of 
one of the principal aisles, and the four company repre- 
sentatives there were busy men, greeting the many con- 
ventionites. B. E. Goerler, secretary-treasurer of the 
company; L. C. Whitney, assistant sales manager; B. C. 
Hecox, district manager, and C. A. Green, district manager, 
were the Sexauer representatives present. 
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The Answer ! 


From coast to coast Plumbing Contractors are asking the question ‘“‘Which Power 


Drive Shall I Buy?”’ 


It is no longer a matter of whether or not a power drive is necessary — plumbing 
contractors realize that lower costs and increased profit follows the use of power 
equipment. They realize too that the contractor who uses a power drive has a decided 


advantage over the contractor who does not. For the contractor with lower costs 


No. 44 Beaver Power Drive cuts 
4 to 12-inch; Threads % to 6- 
inch, Powerful, Portable, Sturdy. 
A wonderful machine at a surpris- 
ingly low price. 





can bid lower, get more jobs and still make a substantial profit. 


There are so many angles to the problem that call for an answer before buying 
a Power Drive that we have prepared a special Broadside which clearly places before 
you many important things you doubtless never considered — the very things that 
mean dollars in your pocket if properly answered. This broadside is intended to enable 


you to decide the Power Drive question most profitably. 


question. 


Of course, the Beaver Power Drive is fully covered in this broadside. BUT, 
regardless of the Power Drive you buy, you'll be dollars ahead for a long time to 
come if you send for a copy of this clean cut story. It will help YOU answer the 


The coupon in the corner is for your convenience. 


THE BORDEN COMPANY 


Warren, Ohio 
New York Office: 50 Church St., New York City 
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THE BORDEN CO., 


Warren, Ohio. 


Please send me the New Illustrated Story of the 
Beaver Power Drive, which also gives some valu 


able ideas about the use of a Power Drive. 


Name. 


Address. 


City and State.... 
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Hot water plant owners want 

ed — systems. “1 
ue systems prove it. 

Mueller sales doubled Fg 

the past year 

to break all'records thi 


is year. 








TODA Y- 


what chance has the expansion tank? 


for you; can be installed at a great saving of 
labor on both old and new jobs; gives the cus- 


What chance has the bulky expansion tank— 
that allows the water to evaporate or boil—or 








that freezes in the attic—or crowds the clothes 
closet—or ruins the appearance of the bathroom 
—or becomes ‘‘waterlogged” in the basement? 


tomer a better job at no greater cost than the 
obsolete expansion tank system. 
What chance has the expansion tank in the 


What chance, when the compact, efficient 
Mueller system gives better control, better 
heating, and saves fuel, besides? 

Why should you install the Mueller system? 


Because you want owners to be pleased with 
hot water plants. Because satisfied customers 
build more sales. Because the Mueller system is 
live heating merchandise—carries a good margin 


face of the popular demand for more modern, 
more dependable control? The Mueller system 
gives owners the most highly developed auto- 
matic hot water heat control. Plenty of these 
systems have been in operation long enough to 
prove their absolute dependability. 

Let us send you our special booklet describing 
this system in detail. Write today. 
More than ever before, hot water plant owners will demand this automatic, fuel-saving system 


of control. Anticipate your needs now! Plan to get your share of this desirable business. 
Order early and be prepared. 


MUELLER CO. 


(Established 1857) 
ans Decatur, Illinois; Port — 0 vtina 


sad adian Factory: 
MUEL cee Limited, Sarnia 


MUELLER 


Automatic Heat Control System ar 


New York, San ee. Los Angeles 


° 
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Silent Automatic Corporation 

The only oil burner on display at the convention and, 
therefore, the center of considerable attention, was that 
of the Silent Automatic Corp., Detroit, Mich. This com- 
pany had a cut-out model of its domestic oil burner, which 
showed its various working parts. There was also in the 
booth a scene in action, showing just how this oil burner 
operated. Forrest A. Heath, sales manager; Stanton Fitz- 
gerald, Detroit, and Edw. I. Lassor, Louisville, were 
present from the company to tell about their burner. 

Sloan Valve Co. 

A striking display of the Sloan flush valve formed the 
exhibit of Sloan Valve Co., Chicago. The setting for the 
valve was a black lined cabinet, in the center of which 
was a closet bowl on which the flush valve was installed. 
Around the booth were sectional prints of the flush valve, 
and the feature that the valve cannot be held open was 
particularly stressed in this exhibit. Also on display was 
this company’s seat action valve. The souvenir given out 
was a practical one, called the Sloan Sizer, similar in its 
application to flush valve installations to the slide rule 
used by engineers. Arthur E. Nealy, advertising manager 
of the Sloan Valve Co., was in charge of the booth and 
Messrs. Anderson, Cincinnati; Healy, Des Moines; Ascher, 
Indianapolis, and Roark, Kansas City, were other repre- 
sentatives at the convention. 

Speakman Company 

A complete line of Speakman showers, bath fixtures, 
lavatory fixtures and swing nozzle sink faucets was very 
attractively exhibited in the booth of Speakman Co., Wil- 
mington, Del. The crowd which visited this booth through- 
out the three days found Harry Harte, Pittsburgh, and 
Cliff Mahaffey, Chicago, on the job for this company, to 
answer all questions and demonstrate their goods. 

Standard Sanitary Mfg. Co. 

Standard Sanitary Mfg. Co.,Pittsburgh, Pa., had an ex- 
hibit of great beauty. It consisted of three walled-in 
rooms. The outside of the exhibit was banked with 
flowers, in the middle of which was a huge picture of the 
Louisville plant of this company. As the visitor walked 
into the display he found a lady’s dressing room in be- 
tween two bathrooms. The bathrooms were hand painted. 
All trimmings were of gold. The furniture in the dressing 
room was built especially for this exhibit. The color 
scheme throughout was old rose. Toilet articles and all 
accessories were the finest obtainable and the whole ex- 
hibit was in keeping with the lavish arrangements which 
Standard Sanitary Mfg. Co. had made in all its convention 
activities. Visitors to the booth were reminded through- 
out the convention of the trip which was planned for 
Friday through the Louisville plant, where an educational 
tour was conducted, a nice luncheon served and a hand- 
some souvenir given out. 

C. B. Nash, advertising manager, was in charge of this 
booth, assisted by E. J. Hartman, Pittsburgh. Theo. 
Ahrens, president, Louisville, was a well known and prom- 
inent figure around the convention, and other Standard 
representatives included J. D. Tschopik, vice-president and 
general manager of branches; H. M. Reed, vice-president 
and general manager of factories; J. C. MeCubbin, man- 
ager Atlanta office; Geo. Ender, manager Cincinnati office; 
John Sheehan, manager Kansas City office; W. B. Barrett, 
manager Columbus branch; C. M. Sherrill, manager Mil- 
waukee branch; D. D. Reed, manager Indianapolis branch, 
and W. B. Burks, manager Louisville branch. 


Toledo Pipe Threading Machine Co, 
Featured particularly in the booth of the Toledo Pipe 
Threading Machine Co., Toledo, Ohio, was this company’s 
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one-half to two-inch pipe machine. This machine was in 
operation, cutting, threading and reaming pipe, and at- 
tracted the attention of all conventionites. Also on display 
was the Toledo power drive machine, as well as a repre 
sentative line of small stocks and dies. Toledo representa- 
tives were S. S. Thornberry, C. A. Wagner and W. R. 
Vosper. 
The Trenton Potteries Company 

Stereopticon views showed the process of manufacture 
of Trenton pottery in the booth of the Trenton Potteries 
Co., Trenton, N. J Very attractively arranged were two 
of this company’s well-known closet combinations and one 
of its lavatories. Visitors received as a souvenir miniature 
bathtub ash travs. Al Hoffman, of Asheville, N. C., was 
in charge of the booth Other Trenton representatives 
present were Jack Moore, Cleveland, and M. W. Lansing, 
Trenton. 

U. S. Sanitary Mfg. Co. 

A very neat booth displayed to advantage the built-in 
bathtub, sink and lavatory of the U. S. Sanitary Mfg. Co., 
Pittsburgh, Pa. The tub on display was later presented to 
a lucky plumber. H. A. Cross, Chicago, and John D. 
Smith, Kansas City, were company representatives present 


at the booth. 


| 





Top row, left to right: John CC, MeCubbin, Atlanta, Ga., Miss 
Gertrude O’Gara and Miss Gene Robinson, Louisville, Ky., all 
of Standard Sanitary Manufacturing Co., and M. W. Smith, 
of Duriron Co., Dayton, Ohio.—Second row: J. L. Comer, of 
Crane Co., Chiengo; Arthur E. Nealy and Mrs, Nealy, of Sloan 
Valve Co., Chicago, and H, E. Ore, of Crane Co., Chicago— 
Third row: J. J. Sheehan, Kansas City, Mo., manager, anid 
E. J. Hartman, both of Standard Sanitary Manufacturing Co.; 
Stanton Fitzgerald, of Silent Automatic Corporation, Detroit, 
Mich., and John Heinkel, sales manager and vice-president, 
Blake Specialty Co., Rock Island, Hl—Fourth row: J. T. 
Cody, of Knott Manufacturing Co., Tell City, Ind; F. P. 
Murphy, Cleveland, and J, S. Judell, secretary and general 
manager, both of Milwaukee Flush Valve Co., Milwaukee, 
Wis., and H. H. Engeling, of Josam Manufacturing Co., 
St. Louis, Mo, 
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Ask to see this new 


Do you want Vecto 
business? 

| Ask the Arco salesman to show 

| you the new Vecto sales helps 

_ that are being so valuable to 

contractors. 











Have you prospects for 


ARCOLA? 
ARCO The Arco salesman will show 
' you how you can turn many 
SALES BUILDING of them into buyers. 
SERV I I Do you lose jobs to 
competitors? 


The Arco salesman will show 
you the new service that will 
help you sell more Arco Round 
a Boilers. 

4 


. 





Do you want extra profits? 


The section of this booklet on 
Arco Tanks will be of special 


interest to you. 


Are you getting big 
building jobs? 
There is a way in which you 
can be asked to bid on installa- 
| tions for big buildings. 


ft 


SONITIHNG I 
a9uvt 


Are factories being 
i planned? 

Ask the Arco salesman to 
show you how you can get 
| your share of this profitable 
\ business. 
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make more sales 


“THAT is the most remarkable serv- to show 
ice that I have ever seen offered by 
a manufacturer.” So said a prom- 
inent heating contractor the other 
day when he had a chance to ex- 
amine the new sales building serv- 


ice. The Arco salesman will be glad 


And the 


increase 


If your answer is “YES” to any 
of these questions 


Look at the questions on the opposite page—if your 
answer is yes to any of them, then you will want to find 
out the details of this money-making sales building service, 
which we are glad to offer you without one penny of 
expense on your part. 

It has taken months of preparation to be able to offer 
this service to you and we feel sure that the dealers who 
use it are going to experience the greatest heating year 
in history. 

MAIL THE COUPON 


The coupon will bring the Arco salesman who will show 
you how you can get your share of profits from the new 


sales building service. 


AMERICAN RADIATOR COMPANY 


Showrooms end sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, 
Ww Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, 
a Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 








you how you can use it. 


The service described in this book 
is free to every one of our customers. 


material illustrated in its 


pages will show you how you can 


your business almost im- 


mediately. 





Typical pages in the new 
service booklet 


The illustration above can give but 
a slight idea of the many unusual 
features in this new service. Above 
are shown some of the silent sales- 
men that are ready to call on Vecto 
prospects for you. 





Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration 


Mention Domestic ENGINEERING when writing advertisers. 


AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 


1807 Elmwood Ave., Buffalo, N.Y. 


GENTLEMEN: | am interested in the Arco Sales Building 
Service. Please have your salesman call and show it to me. 


Very truly yours, 


85 


service to help you 
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The New 
“|PEE DEE 














Lock Nipple Union 


(PATENT PENDING) 


Se 












1. INTERLOCKING LUG. 


INTERLOCKING SLOT, 

pS Allows Union Nut to be 
slipped over Lugs —permit- 
ting Nut to act as “wrench” 
to tighten Nipple into 
Range Boiler. 


3 Opening shows how the 
@ Union Nut screws back 
onto the Tank Heater 
Coupling after it is slipped 
off the Lugs on the Lock 
nipple. 


Ath lian Ii —tudge Mimiiabtttian teas atin, alae agi: pegs 





eel 


Provides a close, quick c@nnection 
‘ P 

between Boiler and Meater | 
—with one fitting 


PCS EFAs 


ANK water heater connections can now be mi 

with one fitting—the Spee Dee Lock Nipple Unio 
Two simple operations complete the connection in 
three minutes. Bushings, nipples and other fittings 
are eliminated. With the Spee Dee union and the 
boiler L, you will only need a %" standard pipe cut 
to proper length to complete a tank heater installa- 
tion. For quantity operation, all pipe can be cut to 
size at the shop, ready for immediate installation on 
the job. Rex Tank Heaters are equipped with the 
Spee Dee’ Lock Nipple Union. Investigate immedi- 
ately this time, labor and material saver. 


NEE ae ae ee f 4 "=." ~ : : . PNT LT eee wee. : 
nomena A ce ie A EE RR ae ge I aon. stitial: pe ails en ag yes. 2 ore 


Ask your jobber or us for descriptive 
folder and details by return mail. 





THE CLEVELAND HEATER COMPANY, Cleveland, O. 


The Quality Heater Builders for over 20 years 
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.  ,§ Performance that Challenges 





ra 


Size of Pipe 


2 inch 
1! inch 
1\4 inch 
1 inch 
34 inch 
I 2 inch 
%@ inch 
14 inch 


Comparison 





With the Oster Power Boy you get the same 
kind of tight-fitting, workmanlike threads that 
Oster Bull Dog Die Stocks have given for 35 years 
—but without the discouraging manual labor of 


the hand tool. 





Threading Speed 


40 seconds 
34 seconds 
30 seconds 
25 seconds 
29 seconds 
27 seconds 
27 seconds 
27 seconds 


Its revolving arms thread, cut-off 
and make up fittings from % to 2 
inches, inclusive, at the turn of a 
switch. An auxiliary drive shaft 
for operating geared die stocks 
increases the range to 4 inch pipe. 
And this is what you can expect 
from this modest little helper. 





Cutting-off Speed Number of Revolutions 


35 seconds 16 R.P.M. 
30 seconds 18 R.P.M. 
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25 seconds 
20 seconds 
17 seconds 
15 seconds 
12 seconds 
10 seconds 


20 R.P.M. 
21 R.P.M. 


: 22 R.P.M. 


24 R.P.M. 
26 R.P.M. 
26 P.P.M. 





Name 


Street 
City 





THE OSTER MANUFACTURING COMPANY 


Manufacturers of the most complete line of pipe threading aaa in the world 


2077 E. 6ist PLACE, CLEVELAND, OH 


This coupon will bring full details of this grief and money saver. 


Mail it today. 
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Top picture, left to right: 8S. J. Hobbs; A. D. Guion, publicity 
manager; S. P. Hackley, manager of plumbing sales, and L. 
W. Grout, all of Bridgeport Brass Co., Bridgeport, Conn— 
Second picture: R. E. Mizener; G. H. Merrill; Robert Black, 
advertising manager, and Ray Mitten, all of Black & Decker 
Manufacturing Co., Towson, Md.—Third picture: Hugh D. 
MecLeese, Chemical Treatment Co., New York City; 8. J. Cut- 
ting, D. J. Scott and D. W. Tucker, all of American Pin Co., 
Waterbury. Conn.—Bottom picture: E. B. Lane, C. 0. Lippy, 
A. Kops, A. M. Maddock, William Devine, Jr., and John F. 
Kelly all of Thos. Maddock’s Sons Co., Trenton, N. J. 


Universal Sanitary Mfg. Co. 

Universal Sanitary Mfg. Co., New Castle, Pa., and the 
Cambridge Sanitary Mfg. Co., Cambridge, Ohio, had a 
very beautiful display of colored ware. The exhibit con- 
sisted of a bathroom finished in green tile. The fixtures on 
display were cream color and the fittings and accessories 
were black, which formed a very effective contrast. These 
companies make this ware in any color desired, and had 
samples at their booth of the various colors in which they 
are prepared to furnish fixtures. They presented as sou- 
venirs a closet bowl ash tray in every one of the colors 
in which they manufacture their ware. Universal repre- 
sentatives present were H. S. Kirk, vice president and 
general manager, Fred Allen, New Castle; H. L. Turner, 
New Castle and W. K. McAfee, manager of the Cambridge 
plant at Cambridge, Ohio. 

Vaile-Kimes Company 

Vaile-Kimes Co., Dayton, Ohio, had an attractive exhibit 
of automatic and semi-automatic water softeners and 
automatic water systems. L. R. Ebert was in charge of 
this booth, and spent a busy three days explaining the 
various features of his company’s products to the many 
visitors. 
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Van Praag Sales Corp. 

A complete exhibit of plumbers’ furnaces and torches, 
shown in operation, filled the booth of the Van Praag 
Sales Corp., New York City. A. T. Weigold and J. A. 
Sanders were the Van Praag representatives at the booth. 

Jos. A. Vogel Company 

Jos. A. Vogel Co., Wilmington, Del., concentrated on 
its concealed tank frost-proof closet and its frost-proof 
garage hydrant in its neatly arranged exhibit. Many 
plumbers visited this booth to talk over the Vogel prod 
ucts with W. Temple Casey and Francis Gallagher, the 
two representatives in charge of the display 

Walker Dishwasher Corp. 

The visitors were much interested in the exhibit of the 
combination sink and dishwasher, which Walker Dish- 
washer Corp., Syracuse, N. Y., had on display. This elec- 
trically driven dishwasher was set up in operation, and 
Carl Snyder, sales manager, and John Arnold were kept 
busy at the booth throughout the three days, explaining 
to the plumbers and public the sales possibilities and 
operation of this combination sink and dishwasher. 

Warren Webster & Co. 

A lighted radiator, the light representing the heat, 
showed how the modulation valve of Warren Webster & 
Co., Camden, N. J., heated part or all of the radiator 
The Warren Webster & Co. exhibit concentrated on this 
modulation valve. Present from the company were K. W 
Rohlin, Camden, and Thos. Johnston, Louisville 

Weil-McLain Company 

Weil-McLain Co., of Chicago, Ill., and Michigan City, 
Ind., had a well-located and attractively arranged booth, 
showing its round and square boilers and its domestic 
water heaters. Beside this heating equipment, the various 
Weil-McLain representatives talked about the extra bath- 
room campaign which this company is conducting, and 
passed out literature explaining in full what it is doing 
and what the plumber can do to sell more bathrooms. 
Present from the company were Martin Weil, Geo. W. 
Heth and J. M. Weil, all of Chicago, and G. E. Murch and 
Morty Smolka, both of Michigan City, Ind. 

Wolff Mfg. Corporation 

Wolff Mfg. Corporation, Chicago, had a large double 
booth in which it featured its 4%%4-foot recess tub and 
its swinging spout sink bibb with china escutcheons. Set 
attractively around the walls of the booth were repre 
sentative samples of Wolff enameled ware and the Wolff 
line of brass goods. The company gave out lead pencils 
as souvenirs. K. P. Gordon, vice president and general 
manager of branches of this company, was in charge of 
the booth. G. O. Schwartz, Chicago, and W. J. Woolley, 
vice president and general manager of sales, were other 
Wolff representatives present. 

Wolverine Brass Works 

Handsome cabinets with black backgrounds effectively 
set off the exhibit of Wolverine Brass Works, Grand Rapids, 
Mich., which consisted of Wolverine compression work, 
traps, and special connections. As souvenirs this com- 
pany passed out adjustable pencils. L. A. Cornelius, presi- 
dent; Rudolph Larsen, sales manager; Otto Jentsch, Grand 
Rapids; B. O. Brown, Louisville, and Harry E. Rader, 
Cincinnati, were there to greet the visitors. 

Woodward-Wanger Company 

Woodward-Wanger Company, Philadelphia, Pa., had a 
very good looking exhibit, which filled a double booth. 
This company displayed tank balls, washers and white 
toilet seats, all effectively arranged in various designs. 
Throughout the three days, visitors stopped to greet C. 
W. Wanger, president; George M. Durgin, Chicago man- 
ager, and S. G. Landers, advertising manager. 
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“X" Laboratories 
A big dummy can of X boiler liquid with a spotlight 
playing on it could not go unnoticed in the booth of 
“X"’ Laboratories, New York City 
liquid was very attractively set off with green velvet 


This company’s boiler 


hangings and a mahogany background The well-known 
“X”"’ cigars were passed out as souvenirs. P. M. South- 
worth was in charge of the booth and other “X”’ repre- 
sentatives present were J. W. Gannon, New York; L 
B. Patterson, New York; Arthur Phillips, Indianapolis, 
and Lou Phillips, Indianapolis 
Women’s Auxiliary 

The Women's Auxiliary to the National Association 
of Master Plumbers had a booth in the exhibit hall in 
which were easy chairs and lounges to cater to the com 
fort of the visitors. 


National Trade Extension Bureau 

The National Trade Extension Bureau, Evansville, Ind., 
had a large booth showing the various Bureau services 
At the booth were the various department heads to ex 
plain the respective services G. H. Wilson, director of 
Accounting Service; H. E. Hulseman, director of the 
Finance Department; A. P. Eberlin, director of Statistics, 
C. A. Bohrer, field service man; E. L. Bowman, director 
of apprenticeship work, and William G. Bergner, secre- 
tary-manager, were the Bureau representatives present 

Other Manufacturers’ Representatives 

tesides the representatives of the various exhibiting 
manufacturers, a number of representatives of houses 
attended the convention and 


which did not display 


greeted their many friends. Among these were: 

Sy Martin, H, P. Martin & Sons, Owensboro, Ky 

RK. W. Sheplee, sales manager, Q-S Sanitary Mfg. Co., 
Waterloo, la 

E. C. Guenther, D. & T. Mfg. Co., St. Louis, Mo 

Martin A. Brennan, Garrison-Heiland Corp., New York 
City. 

Geo, A, 
Works, Burlington, Wis 

Frank B. Hackett, Bruswick-Balke-Collender Co., Chi 
cago, Ill 

W. P. Evans, Wm. Heap & Sons, Grand Haven, Mich. 

Harry M. Sedgwick, secretary-treasurer, S. Wilks Mfg. 


Harper, secretary-manager, Burlington Brass 


Co., Chicago 
F. J. Weidhaus, P. A. Vogel & Sons, Louisville, Ky. 
Jack Fisher, Fisher Brass Co., Bellefontaine, Ohio 
Frankfort, Ind 
Detroit, Mich. 


John A. Johnson, Indiana Brass Co., 
Ward Hillman, U. 8S. Radiator Corp., 
Greene Hogg, U. S. Radiator Corp., Detroit. 

George Gerlach, Union Brass & Metal Mfg. Co., St. Paul, 
Minn 

Geo. J. Dehn, president, Compound Injector & Specialty 
Co., Chicago, Ill 

John Heinkel, vice-president and director of sales, Blake 
Specialty Co., Rock Island, III. 

Wm. J 
Kansas City, Mo 

F. L. Marsh, sales manager, J. L. Mott Iron Works, 
Trenton, N. J 

James F. Traynor, American Pipe Tool Co., Chicago, III. 

H. C. Murphy, Reed Air Filter Co., Louisville, Ky. 

Wm. Evans, Reliable Automatic Sprinkler Co., New 
York, N. Y. 

H. W. Limbert, Akron, Ohio. 

Wm. J. Lang, national director from Chicago was chair 
man of the Exposition Committee, and he reported to the 
convention that manufacturers had told him that this was 
the best exposition at which any had ever exhibited. Ira 
Morris, Newark, N. J., ably assisted Mr. Lang. 


Hebenstreet, manufacturers’ representative, 
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Top row, left to right: George Schneider of Dayton, Ohio; 

Charles Maloney of Gary, Ind.; William Merbach of Detroit; 

J. BE. Beckner of Richmond, Va—Hottom row: P. J. Brown of 

Middletown, Conn.; V. C. Hutzel of Muncie, Ind.; W. J. Conroy 

of St. Louis, Mo.; H. Hatzel of Muncie, Ind.; Don Holt of 
Sioux City, Towa 


T. E. B. Directors Discuss Plan 
of Local Surveys of Plumb- 
ing and Heating Needs 


CAMPAIGN to stimulate greater interest on the part 
A of the master plumbers and heating contractors in 
making a survey of their local territories to determine 
what buildings, stores and offices need plumbing and heat- 
ing equipment was thoroughly discussed at the meeting 
of the board of directors of the National Trade Extension 
Bureau held at the Brown Hotel on June 25. The board 
decided to institute such a survey campaign. 

It also decided to put into effect a survey in the state 
of Illinois to determine the sales policies of the Illinois 
master plumbers with the object in view of improving the 
display and sales of the plumbing and heating business. 

The report of the secretary showed that q noticeable 
gain in results was apparent in the first five months of 
1926 as compared to the same period of last year. The 
report also showed clearly that the bureau would have to 
expand its organization in order to take care of the in- 
creasingly heavy demands being made for services. The 
report carried a recommendation to obtain more funds. 

Theodore Ahrens, president of the Standard Sanitary 
Manufacturing Co., Pittsburgh, Pa., spoke to the board on 
the great work the bureau was doing for the improvement 
of the plumbing and heating industry, and said that the 
manufacturers and wholesalers of the industry should 
make an effort to understand the bureau more thoroughly. 


The following members of the board were present: 
Louis Bruch, of Chicago; Samue! F. Wilson, of Newark, 
N. J.: L. U. Noland, of Newport News, Va.; A. M. Mad 
dock, of Trenton, N. J., 
J. Vogelpohl, of Cincinnati, Ohio; Nelson Lawnin, of St. 
Louis, Mo.; W. CC. Chamberlin, of Pittsburgh, Pa.; J. P. 
Baldwin, of Chicago; William J. Woolley, of Chicago; H. 
W. Seymour, of Chicago; V. L. Sheldon, of St. Louis, Mo.; 
Ceorge F. Reeke, of Green Bay, Wis.; Joseph W. Cannon, 
of Chicago; Albert J. Wilson, of San Francisco, Calif.; 
H. E. Longley, of Wilmington, N. C., president of the bu- 
reau; William G. Bergner, secretary-manager of the bu- 
reau. Others in attendance beside Mr. Ahrens, were E. D. 
Hornbrook of Kansas City, Mo., and W. C. McCollum, sec- 
retary of the Central Supply Association, 


vice-president of the bureau; John 
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of Hot Water Heating 
A*2 Red Top 
| WN Relief Valve ~_ 
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Simplicity is the big feature that makes a 
Red Top ‘Tank-in-Basement’” System 
so efficient and so profitable. 


Thousands of heating contractors have 
standardized on the Red Top because 
they can give a customer the best in hot 
water heating at the lowest price. They 
land more jobs on account of the decided 
advantage in price. 


No complicated parts. A No. 2 Red Top 
Relief Valve and a good air-tight tank of 
any make are the only special parts you 
need. The Red Top Valve insures safety 
and the tank provides the air-cushion that 
promotes rapid circulation and gives 
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We shall gladly sup 
heating contractor 
new home owner 


i 

! 

1 

! Neptune Meter Co., 
| 50 East 42nd St., 

| New York, N. Y 
! 

| 
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Hot Water Heating. 


cover, at no cost to us 


(Please print your name 








Address 


City and State 
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Two Simple Parts ~ “haf why 


you make the most money on Ais’ system 


efficiency not obtainable without a tank. 


The Red Top Relief Valve works on the 
dead-weight principle and has no spring, 
lever, diaphragm or parts to stick or jam. 
It is positive in action and the only relie 
valve for the service, approved by the 
Underwriters’ Laboratories, Inc.--Ameri 
ca’s foremost safety appliance testing 
crganization. 


Send today for book completely describ 
ing this valve and the Red Top System 
see for yourself. Also send for samples of 
new book which is helping to make sales 
among home owners. CHECK, SIGN 
and MAIL THE COUPON. 


klet 

imprinted with wh name @ 

and address. ‘his is a free ¥ 
service which#We extend to 

help the contg@# tor make sales 


Date 


Send copy of book descriptive. of Red Top ‘‘Tank-in-Basement’’ System of 


Send us a quantity of new Booklets that help to sell the Red Top 
System to home owners. Imprint our name and address on front 


ind aadress 
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Desolvo— 


An improved 
quality sewer 
and drain pipe 
cleaner with- 
out an equal 
in the field 


KR. K.— 


Cleans closets 
wit out scrub- 
bing —a splen- 
did seller 


Chaco 


Boiler 

Liquid— 
Repairs leaky 
steam and hot 
water Boilers 


—a popular 
item 


Tubola— 


Makes bath- 
tubs really 
white 


000 


| Sold 


only through 
the jobber 
Write for liter- 
ature and sel- 
ling helps 
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THE CHAMBERLAIN CO. 


Terminal Way, S. S. 








PITTSBURGH, PA. 
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MARKET 


LEADING JOBBING 


BUSINESS CONDITIONS IN 





CENTERS 








CHICAGO 


Construction activity in the Chicago district continues 
unabated; that is, the large number of buildings started 
so far this year have reached the stage where most sub- 
contractors are very busy. Plumbing and heating con- 
tractors have their full crews on both roughing and fin- 
ishing work, and the movement of plumbing and heating 
materials therefore, is in very substantial volume and is 
well assorted, also. There is little in the business pic- 
ture of a disturbing nature. Markets are steady. There is 
an adequate supply of all lines of goods. Labor trouble 
does not exist. 

Buying is still not of the forward kind. Except for 
specified contracts, orders are practically all for rush 
shipment. They call for small-sized lots, as a rule, but 
are placed frequently enough to total a volume equal to 
that of last year at this time. Several large contractors 
have expressed considerable satisfaction with the amount 
of business they have secured this year, and prospects for 
sustained activity are as promising as ever. 

Manufacturers are the ones who are carrying the stocks 
Wholesalers are operating on minimum inventories, re- 
leasing the goods on specification as near as possible to 
the time when the contractor will want them and keeping 
abreast of current, new business by hurry-up purchases 


from makers, 

Prices were unchanged during the week. Manufac- 
turers’ quotations, as a whole, are steady, although in 
some lines the lowness of prices is a cause of worry to 
makers. Jobbers’ prices are holding firm, generally, few 
instances of price cutting being reported. 


Soil Pipe 

Some quickening of buying interest is noted among 
wholesalers, but the week’s activity was again mainly 
confined to warehouse shipments. Jobbers continued to 
hold their stocks low and trust to quick pick-ups for 
their requirements. The tonnage moved was again of very 
substantial proportions, however, these frequently placed, 
small-sized orders aggregating as much business as pro 
ducers look for at this season. Warehouses are being kept 
well stocked to meet these sudden calls, and, as a rule, no 
embarrassment is resulting from this piece-meal buying. 
Foundry production continues at a curtailed rate but is 
sufficient to meet current needs. Prices have not changed 
and are steady 

Steel Pipe 

Steel pipe tonnage moving is of good proportions. Ac 
tual consumption needs represent the size of most orders, 
for there is little anticipating in current purchasing. Job 
bers’ stocks are at minimum working levels, but are be 
ing kept adequate to meet the demands of the master 
plumber and heating contractor, Mill stocks are ample, 
in most cases, and deliveries can be made promptly. Prices 
are firm and unchanged. 

Wrought Iron Pipe 

Wrought iron pipe business in Chicago is in good shape 
Mill shipments into this district on old specifications are 
large, new business being placed is in satisfactory tonnage 
and future prospects are bright. Mills’ order books con 
tinue to show that most purchases are for immediate de 
livery and, it is said, average about three weeks’ pro 
duction. Shipments can be made promptly Prices are 
firm and unchanged. 





he INTRACTORS are busy on both roughing and 
finishing work, wholesalers’ turnover is fast and 
in good volume, manufacturers’ shipments are in- 
creasing in most lines and there is little disturbance 
in the business picture of plumbing and _ heating. 
Stocks of goods are still mainly in first hands, job- 
bers continuing their policy of holding their inven- 
tories low and releasing goods from the manufac- 
turers as needed. Adequate supplies, however, and, 
as yet, good delivery facilities are keeping all branches 
abreast of requirements. At the same time, manufac- 
turers’ warnings are more insistent that goods can be 
produced just so fast and be delivered within the 
limitations of the number of cars. 

The building program is reaching the stage where 





STEADY INCREASE CONTINUES 


- tinues to reflect general stability, even though there 


finishing fixtures are being more generally installed 
and manufacturers’ shipments are, ‘therefore, in- 
creased by a growing number of releases against 
specified contracts. In addition to these special or- 
ders, day to day commitments necessary to balance 
stocks are being given in substantial volume by whole- 
salers. There were no changes in prices announced 





during the last week. Manufacturers’ markets, as a 
whole, are steady, although some products are being 
sold at figures said to be too low for any profit. The 
resale market in most sections of the country con- 


are occasional reports of specials being offered in some 
lines. On July 1 the period price advance in boilers 
and radiators took effect. 










































— 


rh acl Nine date ah A nis —armctht lin, thas 


, 
A ttl nn idle ls 


2 © oa eae is 
Se ne cee pn ee 





a ~~ x ™ 
IE ae gpa i eh cg Sy eed 





4 DOMESTIC ENGINEERING July 3, 1926 








td y 
Made in One Piece! 


HIS is one of the reasons for the popu- 

larity of the T/N Water Closet. It 
means there is nothing to be attached to the 
wall and the fixture can be kept clean with a 
minimum of effort. In addition, many other 
advantages are offered that are not found in 
any other water closet. Write for information. 









W. A. CASE & SON MFG. CO. 


220 DELAWARE AVE. BUFFALO, N. Y. 








Pottery: 
Rosrnson, It. 
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Enameled Ware 

The month of May was the first month of 1926 to ex- 
ceed, in shipments, the corresponding months of 1925, 
and the increased activity which has been noticed dur- 
ing the last 45 days is still reported. Consumption needs 
are growing as more and more buildings reach the fixture- 
setting stage. Jobbers are finding it necessary to release 
shipments on orders placed earlier, for the master plum- 
ber is beginning to call for these goods. Buying continues, 
however, mainly for immediate needs, jobbers not build- 
ing their stocks above actual necessities. While stocks 
on hand at factories are being absorbed more rapidly and, 
therefore, are at a lower level than they have been for 
the last three months, they are still adequate to meet de- 
mand, and shipments are going forward as needed. Prices 
continue firm and unchanged. 

Pottery 

While a good volume of staple ware is moving to take 
care of building demands, there is little zest, if it can 
be called that, to the pottery market. Prices have not 
changed, but the recent reduction in washdown com- 
binations has not been conducive to heavy buying on the 
part of the jobber and, it is said, business at that price 
represents no profit to makers. Business taken at that 
price must be marked for immediate shipment, and whole- 
salers, as a whole, with their policy of keeping stocks 
low, are not ordering beyond actual requirements. At the 
same time, some are induced by the low prices to take a 
good volume into stock for a carry, but this is not a mar- 
ket movement. There is a good movement of special ware 
into this district, as master plumbers are releasing ship- 
ments on specifications placed earlier. Stocks of staples 
are ample for prompt shipping service. 

Range Boilers 

Neither wholesalers nor master plumbers are buying 
beyond actual requirements. However, a fair turnover 
of range boilers is the report. } Local factory warehouses 
are well stocked and pick-up needs are being met 
promptly. Those makers who have business on the books 
are able to make shipments immediately upon release 
Prices have not changed. 

Plumbers’ Brass Goods 

Shipments have been increasing slightly in recent weeks. 
Both cast brass and tubular goods are in better demand. 
Total volume is about equal to that of last year. Job- 
bers are not buying ahead to any extent, but are releas- 
ing steadily those goods still on order with the factories 
and balancing stocks by small-sized rush commitments. 
Consumption needs are increasing with the setting of fix- 
tures. In both cast and tubular goods, deliveries of most 
items can be made promptly. There has been no general 
change in prices for some time and, as a whole, the mar- 
ket is steady. Some reports, however, are heard of weak- 
ness in the tubular market. 

Boilers and Radiators 

Current needs are of good size and manufacturers of 
boilers and radiators are shipping a substantial quantity, 
both on old orders, now ready for release, and on new 
rush purchases. At the same time, new orders for later 
release hold up well. Shipments are going forward as 
needed, though business is entering the period when ship- 
ments begin to exceed production. The period price ad- 
vance of July 1 was responsible for active ordering on 
the part of some jobbers. Base prices have not changed 
on either boilers or radiators. 

The boiler and radiator industry has had a good six 
months. Chicago representatives have stated on several 
occasions in recent weeks that if business holds up as it 
has started, this will be a banner year. 
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NEW YORK 


All building reports for New York and the outlying dis- 
tricts indicate a continuance of the construction activity 
which was begun in earnest some weeks ago with the 
coming of the belated spring weather. Almost unlimited 
money is available for property improvements. Records 
show that in the Bronx alone nearly 128 million dollars in 
mortgages have been recorded between January and June 
this year. This amount is exceptional in view of the 73 
millions recorded during the corresponding period last 
year. All of this money was not for new projects but a 
large percentage of it went for this purpose. While not 
all communities adjacent to New York City can boast of 
such intensified construction, they are proportionately 
active. 

Plumbing and heating materials are moving with great 
rapidity throughout the Greater New York territory. In 
fact the movement is so brisk that manufacturers of many 
products are beginning to experience difficulty in keeping 
apace. Producers are complaining that wholesalers are 
showing too great reluctance to do the forward buying 
that the trend of the general building activity warrants 
This holding back of orders, according to reports from 
representatives of manufacturers of the major commod 
ities in the industry, is on the verge of becoming quite 
serious and wholesalers are asking for immediate deliv 
eries that can not possibly be made within a week 

It is an agreed fact that wholesaleré#in this territory 
are maintaining firmer prices on most lines but there are 
instances of confidentials being allowed. One prominent 
representative points out that a continuance of firm re 
sale prices, and a more decided inclination on the part of 
jobbers to order ahead to a greater extent will without 
doubt strengthen the entire industry in this section of the 
country. 

Soil Pipe 

New buying in this commodity is reported by foundries 
to be good, with the major amount of the tonnage for im 
mediate shipment. Some large foundries have begun to 
feel the reaction of this buying method and are running 
behind in deliveries. Jobbers’ sales are increasing slightly 
each week. Both manufacturers’ and wholesalers’ prices 
are firm. 

Steel Pipe 

Orders are coming in to the mills with such frequency 
that delays in deliveries are being reported. Wholesalers 
are making quick turnovers and the amount of stocking 
being done is negligible. Manufacturers are urging that 
a greater amount of future delivery buying be done solely 
to facilitate outgoing shipments from the plants. Prices 
established more than three years ago remain firm and 
unchanged. 

Wrought Iron Pipe 

Tonnage delivered into the New York territory has as 
sumed large proportions. A large amount of the ship 
ments are for jobs that have been specified, the amount 
stocked by wholesalers being negligible. There are infre 
quent instances of price concessions being given by job 
bers. Mill prices are firm and unchanged. Deliveries on 
galvanized pipe require about ten days, while black pips 
goes out promptly 

Enameled Ware 

Prices are unchanged, Most of the buying done by the 
wholesaler is to fill contracts with master plumbers who 
call for ware when buildings are nearing completion. The 
large number of new buildings which have reached the 
fixture stage keeps a good volume of ware moving from 
manufacturers’ plants. Deliveries are in no way delayed 
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Wherever there is a building, public 
or private, there is a prospect for the 
Vogel Plumber—a prospect who can 
quickly be transformed into a satis- 
fied and profitable customer. 





TOURISTS CAMP 





Ask Your Jobber About Vogé 


JOSEPH A. VOGEL COMPANY 





Mention Domestic ENGINEERING when writing advertisers. 
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0 Vogel Profits 


icf} Plumbers who have sold and in- 
ref stalled Vogel Frost-proof Products 
inf know that they are the big money 
line —- the kind of fixtures which 


bring repeat business. 
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lumbing Products Today 


YWilmington, Del., St. Louis, Mo. 
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Domestic Engineering Catalog Directory 
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Modern Catalog File 


The most convenient form ever devised for handling and keeping 
up to date catalog material on plumbing and heating supplies. 


All catalog pages of the 450 manufacturers shown in this Direc- 
tory are completely revised and brought up to the minute in each 
edition. To have this catalog material bound under a single cover 
and thoroughly indexed saves an immense amount of the buyer’s 
time formerly required to look up individual catalogs or to write for 
new ones when they are out of date or missing from the files. 


Many jobbers and other quantity buyers are depending more and 
more on this Directory as a handy catalog file. 


The 84-page index in back of the book helps to locate instantly 
by trade name or name of manufacturer any of the 2000 items 


classified in the Directory Section. 


Domestic Engineering Catalog Directory helps the manufacturer 
to keep his catalog material up to date and makes it easier for his 
customers to buy his products. 


oo — * 


Bound in Fabrikoid 


734"x1054’ (imitation leather) 


Published by Price $5.00 


Domestic Engineering Co. 


1900 Prairie Avenue 2 Chicago, Illinois 
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Pottery 

Most potters are in a position to satisfactorily care for 
the demands for staples. There is no abatement in the 
volume of pottery movement which has reached good pro- 
portions in the Greater New York territory. A compara- 
tively small amount of the buying that is done by whole- 
salers is for stock. Two large manufacturers have not 
lowered their prices on bowls and tanks to the level an- 
nounced the week before last. No further price changes 
have been announced on clay products. 

Plumbers’ Brass Goods 

Forward buying on both tubular and cast brass goods 
is light, but on the other hand requirements calling for 
immediate delivery make a good demand. Deliveries on 
both types of goods are fairly satisfactory. Jobbers’ stocks 
are not heavy. No price changes have been effected. 

Range Boilers 

The range boiler situation remains unsettled. Manu- 
facturers’ prices are still at the low level and unchanged. 
Wholesalers are buying only as their needs require. They 
are encountering keen competition, and as a consequence 
are selling close. Deliveries are prompt. 

Boilers and Radiators 

Demand for heating materials continues good. Con- 
tractors are calling for deliveries of heating equipment 
contracted for earlier in the season inasmuch as many 
jobs have reached a stage of near completion. Manufac- 
turers report that new business is in a steady, substantial 
volume. Stocks are such that they insure satisfactory 
shipments in nearly all instances. Prices have not 
changed. 


PHILADELPHIA 


Spotty conditions exist this week in the plumbing and 
heating industries in the territory of which Philadelphia 
is the selling center. In some sections, notably in the 
country around Harrisburg and in the Trenton district, a 
slackness is reported by manufacturers’ salesmen who 
have been calling on the wholesalers. In Philadelphia 
proper, those concerns specializing on the larger type of 
work are busier than the contractors, whose chief busi- 
ness is done on residence installations. 

Philadelphia wholesalers apparently are representative 
of the national wholesaler, whose status has just been an- 
nounced in a report issued by the New York University 
Bureau of Business Research. The Bureau's figures of an 
average net income equal to 3.68 per cent of the whole- 
salers’ sales in 1925 will apply very well to this district. 
The research also developed the interesting fact that 1925 
showed an increase in operating expenses over 1924, the 
average overhead being 17.8 per cent. Turnover of stock 
averaged 4.7 times during the year. The investigation 
confirmed the fact mentioned several times in this market 
report, namely that on the whole, the smaller concerns 
made a better showing than the larger ones. 

Soil Pipe 

Shipments of soil pipe into this territory are in fair 
volume, the larger proportion being releases against con- 
tracts. Current demand is not heavy, most wholesalers 
ordering only enough pipe to care for immediate and early 
requirements. Prices have not changed. Prompt ship- 
ments are being made. 

Steel Pipe 

Current demand is holding up very well, practically all 
orders being for early delivery. Mills have very few fu- 
ture orders on their books, jobbers preferring to order as 
needed. Prices are unchanged. Prompt deliveries are pos- 
sible. 
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Wrought Iron Pipe 

The total tonnage shipped to jobbers will probably fall 
below that delivered in May. The usual week-to-week vari 
ation in demand is noted, one big mill reporting good de- 
mand and another a lull during the past seven days. Prices 
are firm. Deliveries are prompt. 

Enameled Ware 

The lack of a big building program has improved the 
sale of the higher grade ware for residences at the expense 
of the cheaper articles, one big manufacturer reports In 
general, demand is holding up well, although one large 
maker's local manager states that sales have been slightly 
below last week’s. Prices remain steadily firm. Whole 
salers are able to get prompt delivery on orders for staple 
goods. 

Pottery 

Jobbers appear reluctant to place large orders for this 
commodity, following the recent price declines by many 
potteries. Many have apparently adopted a watchful wait 
ing policy, buying only for immediate needs. The lower 
price on washdown combinations may be said to be the 
market, although all firms have not yet met these figures 
Deliveries of staples continue to be prompt, 


Plumbers’ Brass Goods 

A quiet tone is evident in the market on brass goods, 
both cast and tubular demand being seasonable, with a 
fair amount of goods being absorbed by the building be 
ing done Prices of cast goods are firm, tubular brass 
figures slightly less so. Jobbers have fairly well assorted 
stocks of both on hand. Deliveries of most items can be 
made at once by practically all makers. 

Range Boilers 

Demand upon makers continues to consist principally 
of fill-in orders for immediate delivery. Prices have not 
changed Contractors are not buying heavily Deliveries 
are prompt 

Boilers and Radiators 

Many of the industrial and school buildings are now 
ready for boilers and radiation and several manufacturers 
report a brisk demand for shipments. Prices have not 
changed. Deliveries can be made as wanted. 


4 7 “ a | ; ) T 
NEW ENGLAND 

Business in this section continues to follow safe and 
conservative lines. While the consumption of material 
does not appear to be as great as in previous years, when 
based on day to day purchases, it has been noted that the 
total tonnage of goods moved is equal to and in some 
items greater than, in the past. The method of buying 
by both jobber and contractor appears to have settled into 
the practice of ordering for nearby needs, and putting the 
heavy stocking of materials up to the manufacturer. 
Manufacturers in turn appear to have willingly fallen into 
line, and are building stocks in anticipation of jobbers’ 
needs. The result is, according to several, that business 
financially at least, is sounder today than it has been for 
several years. 

Building permits are still issued in good number, but 
are reported to be below those of last year. The large 
construction work, however, offsets the many smaller 
contracts, with the result that the volume of material used 
will balance. Prices as a whole are steady. Confidence 
in the soundness of the market and the inability to stam- 
pede the trade into a buying panic appear to be bringing 
about a return to the normal method of doing business, 
and with the jobbers holding firmly to prices and little 
slashing being done, there appears to be no reason why 
all should not once more do business at a profit. 
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Soil Pipe 
Jobbers are holding stocks at low but adequate working 
levels, and are releasing material as needed. Most of the 
shipments coming through are assorted carload lots, but 
as the movement out of jobbers’ stocks is steady, these 
foundry shipments total a good tonnage. Manufacturers 
are holding their stocks at good levels and are shipping 
promptly as needs appear Prices have not changed. 
Manufacturers as a whole are working at only about 
seventy-five per cent capacity, but with stocks built ahead, 
are able to keep abreast of the jobbers’ demands 
Steel Pipe 
Demand for steel pipe is good but not heavy. Jobbers’ 
stocks are held at levels that are sufficient to take care 
promptly of all business entered. Mills are well prepared 
to fill orders as they arrive, and indications are that, 
while the movement of this commodity is in many small 
shipments, the total tonnage is well up to that of former 
vears. There has been no price change 
Wrought Iron Pipe 
The movement out of jobbers’ stocks is good, and com- 
pares favorably with that of the past Juying is limited 
to actual needs by both contractor and jobber, but no 
delay in securing requirements is noticed Mills report a 
good busine with production well up to normal, and 
ample stocks built ahead Prices remain unchanged 
Enameled Ware 
The movement of this commodity continues in good 
volume, and business entered for future delivery on speci 
fied work absorbs a heavy tonnage Jobbers are holding 
stocks at minimum levels, and are putting the problem of 
carrying stocks largely up to the manufacturer whose 
warehouses are the center of activity, as many of the 
jobbers are buying from this spot for quick service as well 
as releasing shipments from the factory. Prices are steady 
and unchanged 
Plumbers’ Brass Goods 
Prices are steady and firm. Jobbers are enjoying a good 
business, comprised for the most part of many small ship 
ments. Manufacturers are shipping as releases are entered 
against old orders, but new business is still good. There 
is no delay as a rule in shipping, indicating that manu 
facturers as well as jobbers are amply stocked 
Pottery 
Business continues fair, being neither heavy nor light 
Jobbers are taking in only enough stock to keep abreast 
of demand, which is steady but not heavy. The recent 
reduction in prices of staple bowls and tanks appears to 
have had no effect on buying, which is for needs and not 
for speculation Potteries are producing at practically 
normal capacity and stocks are assembled at plants so that 
prompt shipment is assured Business in specials is said 
to be good, and many large orders are in the hands of 
potters for specified contracts 
Range Boilers 
Prices appear to have steadied, and although there is a 
fair movement out of jobbers’ stocks, and in turn from 
manufacturers’ warehouses, contractors continue to buy 
for needs rather than for a carry. Jobbers’ stocks are 
ample, with small filling in shipments from the manufac- 
turer to take care of demand. Manufacturers are well 
supplied with goods and ship promptly. 


Boilers and Radiators 
Both jobbers and manufacturers report a good actual 
delivery at present with a growing file of orders entered 
for future shipment. Manufacturers are building stocks 
against this business, and indications point to a contin- 
uance of the activity in this commodity for the balance 
of the year. Prices are firm and steady. 
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The Metal Market 


Average Average Averag: 
June 28 May,1926 Mar.,1926 1925 
PIG IRON 
No. 2 foundry, Chicago, 
furnace $21.00 $21.65 $23.00 $22.00 
PLATES AND SHEETS— 
Steel boiler plates, 





Pittsburgh, per Ib 1.90c 1.90¢ 1.85¢ 1.95 
Blue annealed = sheets, 
Pittsburgh, per Ib.. 2.30¢ 2.45c¢ 2.50¢ 2.45: 
Black sheets, Pitts- 
burgh, per Ib 3.00¢ 3.20c 3.25¢ 3.30. 
Galvanized sheets, 
Pittsburgh, per Ib: 1.20¢ 4.60c 4.60¢ 4.45« 
TIN- 
Straits tin 7 61%c 
COPPER 
Prime Lake, f. o. b. re- 
finery ‘ +: ; . 14.00¢ 
Electro, delivered 13.85¢ 
LEAD 
Chicago P . $.20¢e 
The Stock Market 
Quotations furnished by Frazier Jelke & Co., Chicago. 
Par 1926 
Value High Low Quotations of June 28 Bid Asked Lest 





Ps 
25 120%{ 10114 American Radiator Co., com A 100'¢ 110 109!, 
100 129 12614 American Radiator Co., pfd A 126 126), 
50. «451 4114 Anaconda Copper Mining Co A 464% 46% 46! 
NP 303¢ 24% Brunswick-Balke-Collender Co A 2% 26% 26 : 
NP 39% 28 A.M. Byers Co., com A&F 391% 40 3975 
100 111 78 A. M. Byers Co., pfd A&F 110% lll 
100 115 105 Century Electric Co., com G 109 112 110!, 
100 110 105 Century Electric Co., pfd. G 108 112 108 
50 44 36 Chicago Nipple Mfg. Co., “A” B 43% 4 44 
50 27 2514 Chicago Nipple Mfg. Co., “B” 27 234% 27 
2 «60 505% Crane Company, com Cc 2 53 52 
100 11714 11314 Crane Company, pfd. C 116% 117 116°, 
100-82 73 Detroit Brass & Malleable Works D 86 BO 
20 33 2614 Eagle-Picher Lead Co I 28 2844 281 
NP 57 46 Fairbanks, Morse & Co., com A 4844 50 50 
100 115 10344 Fairbanks, Morse & Co., pfd A 110 111 111 
NP 159 130 Johns-Manville, Inc B 139%{ 141 13914 
100-80 72 Jones & Laughlin, com F 7 85 764 
100 120 114 Jones & Laughlin, pfd. F 115 120 117 
0 17 14. Michigan Copper & Brass Co Du 17 14), 
100 17434 138 National Lead Co., com A 157% 158 157% 
100 121 115 National Lead Co., pfd A 118% 11834 1184 
1q0 Ohio Brass Co., pfd H 102 eas! Gee 
NP 79 7584 Ohio Brass Co., “B” H 7 76% 75% 
100 105 93 Penberthy Injector Co., pfd. D 90 100 94!» 
25 26 22 ~=«s« Pierce, B. & P. Mfg. Corp., com. U 24% 226% 25% 
100 1021 98 Pierce, B. & P. Mfg. Corp., pfd U 101 103 101'» 
NP 23 15 Richmond Radiator Co., com B 17% 18% 18 
NP 415¢ 36 Richmond Radiator Co., pid B 40 40% «40 
100 243 224 Seovill Mig. Co U 233 237 236 
25 118 101 Standard San. Mfg. Co., com F 100 105 103 
100 118 114 Standard San. Mfg. Co., pfd F 115 115 
100 56 45 Trenton Potteries Co., com U 45 55 48 
100 105 98 Trenton Potteries Co., pid U 9 105 100! , 
100 212 = 158% U.S. Cast Iron P. & F, Co., com A 193 = 194!¢ 193 
100 107% 10044 U.S. Cast Iron P. & F. Co., pfd A 106% 107% 107 
NP 4216 37 U.S. Radiator Corp., com D 37 39 37 
100 106% 100 U.S. Radiator Corp., pfd. D 100 102 100%, 
100 88% «865044 U.S. Rubber Co., com A 87% 57% 57% 
100 10634 100 U.S. Rubber Co., pfd. A 106% 106% 106%, 
100 13934 117 U.8. Steel Corp., com A 138% 138% 1381, 
190 130% 12414 U.S. Steel Corp., pid A 129 1290%4 129 
NP 23% 12% Walworth Company A 17% 17% 17% 
NP 2344 14% Williams Oil-O-Matic Htg. Corp. C 18 18% = 18 
NP 10% 6. Wolff Mfg. Corp C 8 8% = 8 
NP 98% 69 Youngstown Sheet & Tube Co A 77 7% «O77 
“Where listed 


= 


A—New York Stock Exchange Pittsburgh Stock Exchange 
B—New York Curb Exchange G--St. Louis Stock Exchange 
C—Chicago Stock Exchange H-—-Cleveland Stock Exchange 





D—Detroit Stock Exchange 
E—Boston Stock Exchange 


1—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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For Shallow Wells 


The Deming ‘“‘Marvel’’ Electric Water 
System No. 2085 is automatic in every 
respect — self - priming, self - starting, 
self-lubricating and self-stopping. 


The “Marvel” is built in two sizes of 
pumps—240 and 450 gallons per hour. 
Tank capacities are 15, 53 and 120 
gallons. 


Each System is furnished with an auto- 
matic switch set to start the pump 
when the pressure in the tank drops 
to 20 pounds and to automatically stop 
the pump when the pressure in the tank 
reaches 40 pounds. 


Complete specifications in ‘‘Catalog G.”’ 

















Deming Power 
Pumps Include 
Triplex Power 
Pumps Centrifu- 
al and Rotary 
Imps 
Deep Well Work 
ing Heads 
Hydro-Pneumatic 
Water Systems 
Horizontal Double 
Acting Power 
Pumps 
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A New Lease on Life 


Running Water at Last! 


[NSTALLING a Deming Water System in 
a home is more than a business transaction. 
Aside from the profit he makes, the Deming 
merchant has the satisfaction of knowing he 
is performing a Jasting service for his 
customers. 


Deming Automatically Oiled Water Sys- 
tems are built to deliver lasting service at an 
economical cost. With the exception of 
an occasional fresh supply of oil, practically 
no attention is required to operate them. 
In many instances, where a Deming Water 
Supply System has been installed in one home 
in a community, unsolicited sales have 
developed by the good will, ‘word-of-mouth 
advertising”’ circulated by the first customer. 
One Deming merchant (Mr. John F. Reed 
of Lagrange, Illinois) sold $30,000 worth of 
Deming Water Systems in four years. Only 
satisfied customers could permit this 
volume of sales in one small community! 
There is a market for Deming Water Systems 
in your community. Why not take advan- 
tage of this opportunity to increase your 
sales volume? The Deming Distributor near 
you is stocked for immediate deliveries and is 
always prepared to co-operate with you in 
every way. 


Send for “Catalog G"’ and Complete Information 


THE DEMING CO. Zs. 1580 Salem, Ohio 



































For Deep Wells 


The Deming ‘Oil-Rite’” (No. 1062 
Deep Well Pump is automatically oiled 
by a combination splash and force feed 
which assures positive and continuous 
lubrication of all moving parts. 


Simplicity and compactness of con 
struction, durability and unusual 
accessibility are outstanding features of 


Deming “‘Oil-Rite’”’ Deep Well Pumps. 


A wide range of capacities and types of 
drive make it possible to meet practi 
cally all demands for water systems 
where the distance to the lowest water 
level is greater than twenty-five feet 


Complete specifications in ‘“‘Catalog G.” 





Deming Hand 
Pumps Include 
Pitcher Spout 
and Cistern Lift 
Pumps 
Set length Lift and 
Force Pumps 
Well and Wind 
mill Pump 
Standards 


Spray Pumps for 
all purposes 











Mention Domestic ENcinrerinc when writing advertiser 
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Type A Automatic Instan- 
taneous Gas Water Heater 
6 Sizes 2 ta 8 gallons per 








minute 


—_—————_—_— 





Cottage Automatic Heater. 
Three Types. 



















































































¢ 
AcmeA utomatic Storage Sys- 
tem. Mode rate Price Capac- 
ity, 24 gallons. 
‘ 
Automatic Heater (Pressure 
Valve Type). Capacity, 2, 
oe, 2% and 3 gallons 
* 
ca} 
—— 
————_ 
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| 
le | 
i wel 
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*» 
Instantaneous Bath Water 
Heater. Capacity, 24% and 3 
gallons per minute. 
J 
. 
j 
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lke “OC and “A” 
of Ouality 


. Who are the most prosperous merchants 
in your town—-the quality folks or the 


price-cullers? 

A. The quality folks of course. 

QO. What kind of goods do they sell? 
A. Quality 
tion—universally liked 
lised., 

(). Why do they sell this kind of goods? 
\. Because they are what the public wants. 
The public trusts the things it knows. 
Therefore, they are easier to sell. 


goods of well-known reputa- 
nationally adver- 


Q. What is the most widely known, uni- 
versally accepted, highest quality line of 
water heaters in the world? 

\. Humphrey——-the only complete line 
sold all over the world for the past 40 years. 
Thirty different types and sizes—one for 
every purse and purpose. 

Q. How about service? 

A. Humphrey Heaters are the most con- 
venient, dependable, economical water 
heaters known-—good for 20 years or more 
of full volume, full efficiency service. They 
hold all records for low-cost-per-gallon 
faucet delivery. 

(). Does the public know this? 


\. It does. For 40 years, we have adver- 
tised Humphrey Heaters to the general 
public. ‘Today our advertising messages 
are reaching more than 5,000,000 homes 
every four weeks. 

(). Can you make more money selling and 
installing Humphrey Heaters than any 
other kind? 
A. You can. 


are doing it. 


Let us tell you how others 


Write for full information 


HUMPHREY COMPANY 


KALAMAZOO, MICH. 
(DIV. RUUD MFG. CO.) 


HUMPHREY 


Automatic Gas Water Heaters 
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Instantaneous Shower Bath 
Heater. Bath Heater and 
Shower Complete. 





Copper Coil Tank Water 
Heater. Three Types: 30 to 
80 gallons capacity. 





Humphrey Automatic Stor- 
age System. Three Sizes: 24, 
40 and 66 gallon capacities. 








Humphrey Multi-Coil Auto- 
matic Storage System. For 
office buildings, hospitals, 
hotels, etc. Can deliver in any 
capacity desired. 



























































Auxiliary Scholarship Fund 
Goes “Over the Top” 


All Officers Re-elected at 


HILE the master plumbers of the country were in 
W convention, the ladies’ auxiliary was at work. 

Many interesting events kept them 
but these were not permitted to interfere with the busi- 
ness meetings of the eighth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers. 

This convention was opened Wednesday morning, June 
23, by Mrs. John H. Fleck, the 
auxiliary, who introduced Mrs. E. D. Hornbrook, of Kansas 
City, Mo., president of the national auxiliary. Mrs. Horn- 
brook was very deeply impressed by the spirit and number 
of the ladies at the meeting, and expressed her apprecia- 
tion for their wonderful help in making the auxiliary 
scholarship fund go ‘over the top.” 


social busy, 


president of Louisville 


Auxiliary Scholarship Fund Higher Than Expected 

With a great deal of genuine pleasure, Mrs. Hornbrook 
announced that the scholarship fund of the auxiliary was 
larger than even the most enthusiastic member had dared 
predict. At the last national convention at Portland, 
Ore., Mrs. Hornbrook, on behalf of the National Auxiliary 
promised the National Association of Master Plumbers 
$1,000 toward its scholarship fund. The first 
national association convention, Mrs. Hornbrook reported 
that the auxiliary fund had reached $1,145. When 
made the same announcement before the conven- 
tion, she gave special thanks to the Florida State Auxil- 
Later, an 


day of the 


she 


ladies’ 


iary, which had contributed $500 to the fund. 
envelope was handed to Mrs. Hornbrook on the platform. 
It contained $50 from the St. Mo., auxiliary, 
she thanked them for their generous support. 

The completion of the first scholarship fund, which is 
known as the Jeremiah Sheehan Memorial Scholarship, 
merely stirred the auxiliary on to further efforts along 
that line. The suggestion that $2,000 be the 
for the scholarship to be the next 
convention, and this suggestion Another 
suggestion was made that the fund be known as the Theo- 
dore Ahrens Scholarship fund, and Mrs. Hornbrook took 
this up before the National Association convention later. 


Louwis, and 


was made 


goal raised before 


was adopted. 


Officers Re-elected 

Mrs. E. D. Hornbrook was unanimously re-elected pres- 
ident of the Women’s Auxiliary to the National Associa- 
tion of Master Plumbers. After Mrs. Hornbrook’s elec- 
tion, the convention voted to have the secretary cast a 
white ballot for all of the remaining national officers of 
the auxiliary. By this ballot, the following officers were 
re-elected: Mrs. J. A. Diggle, Indianapolis, Ind., first vice- 
president; Mrs. John J. Cahill, Evanston, second vice- 
president; Mrs. R. D. Rennie, Portland, Ore., third vice- 
president; Mrs. Fred Hacker, Kansas City, Mo., corre- 
sponding secretary; Mrs. John Kelly, Chattanooga, Tenn., 
recording secretary; Mrs. W. H. Cowger, Kansas City, Mo., 
Mrs. W. T. JZ. West Hoboken, N. J., 


treasurer; Orriss, 


auditor—a very practical demonstration of the auxiliary’s 
appreciation of the work of its officers. 
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kighth Annual Convention 


President Hornbrook Gives Report 


Mrs. L. J. Rosenfield of Louisville, chairman of the 
women’s entertainment committee for the convention, gave 
the address of welcome in behalf of the Louisville aux 
iliary. She said that the women of the country were an 


important factor in the construction of homes, and that 


the wives of master plumbers could be of great benefit 


to their husbands because of this fact The success of 
the husband's business is the wife's succes he aid 
“and his failure is also her's.” In conclusion she said 


would remember 


the 


in attendance 
through 


that she hoped every lady 
Louisville in a favorable light 
Mrs. Charles Wilson, Youngstown, Ohio, 
the Ohio auxiliary, behalf of 


visit during 
the convention. 


president of responded on 


the National auxiliary. 

Mrs. E. D. Hornbrook, national auxiliary president 
read her report of the year’s work She congratulated 
the ladies on their loyal and generous support of the 





of Roch- 


Yauchzi 
Binghamton, N. Y.; 


Top picture: Lois Yauchzi and Mrs. L. J. 
ester, N. Y¥.: Mrs. Alex Auchinachie of 
Mrs. A. J. Heinzle of Rochester.—Second row: 
Liss of Chicago, president of the Illinois Ladies’ 
Mrs. John Malone, president of the Miami, Wla., 
Mrs. J. J. Lawler of Springfield, Mo.—Third row: Mrs. Samuel 
F. Wilson of Newark, N. J.; Mrs. W. EE. Bahn of Chicago, 
president of the North and Northwest Side Auxiliary; Mrs. J. 
H. Knoll and Mr«. F. J. Murphy, both of St. Louis, Mo.—Bottom 
picture, front row: Mrs. Charles D. Harris, Mrs. William J. 
Woolley and Mrs. W. C. Watrous; back row, Mrs. Charles 
Aleock and Mrs. George J. Dehn, all of Chicago 


Mrs. Robert 
Auxiliary; 
auxiliary; 
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scholarship fund, and said that each individual member 
of the national auxiliary was a potent factor in its suc- 
cess. She said that she had attended forty-two of the 


held by the National association 
and that she had never before seen such a large and in- 
thanked the 


entertainment at 


forty-four conventions 


terested representation of the ladies She 


Portland auxiliary for the wonderful 


last year’s convention, and the Louisville auxiliary for 


the 1926 entertainment 
thanked the 
their help during the year 
iary presidents for their splendid work in increasing the 


officers of the 
and praised the state auxil 


She various auxiliary for 


memberships, as well as for their generous state con 


tributions to the scholarship fund. She expressed pleasure 


in the co-operation given by Henry E. Longley, president 
of the National Association of Master Plumbers, and 
closed by urging the delegates and members to “keep 


the auxiliary fires burning.”’ 
After the various state presidents had been introduced, 


reports of their activities were read. The following state 


presidents read reports Mrs. W. E. McAndrews of Flo 
rida, Mrs. William T. J. Orriss of New Jersey; Mrs 
Charles Wilson of Ohio, Mrs. J. Orth of Indiana, Mrs 
Robert Liss of Illinois, Mrs. 8S. A. Rice of Oklahoma, Mrs 
J. Preston Perham of Massachusetts. Mrs. Perham also 
read the report of the Maine state auxiliary Mrs. Theo 


dore Bahn of Oregon sent a report which was read by Mrs 
Diggle. The presidents of local auxiliaries where no state 
organization exists, also read reports of their auxiliaries 
Greetings from the Bridgeport, Conn., Portland, Ore., and 
Oklahoma City, Okla., auxiliaries were read. Mrs. John 
J. Cahill of Evanston, Ill., second vice-president of the 


National auxiliary, wrote that she was unable to attend the 
The 
and 


Arizona, nursing a sick son 
Mrs. Cahill 


meeting, as she was in 


convention voted to communicate with 


express its regret at her absence 








MICHIGAN 


Mra. A. W. Phillips, Miss Isabel 
Carson, all of Detroit.—Picture at 


left to right: 
and Mra. T. F. 


Tep row, 


Hollway 
lower left: 
Elizabeth, of Detroit-—Picture at lower right: Mrs. W. 


Lindermuler and Miss Freda Lindermuler of Grand Rapids 


Resolutions Passed 


Resolutions were passed to send letters of sympathy to 


John J. Vogelpohl for the loss of his son, and to Mrs. 
Walter D. Nolan for the loss of her husband, former 
national president The Tulsa, Okla., auxiliary sent in 
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Mr. and Mrs. W. Schonhofen and daughter, Mary 
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an amendment to the constitution to the effect that a 
changes to be made in the constitution should first be su 
mitted to the National of Master Plumber: 
by that organization’s board of directors. This amen: 
ment was passed. Mrs. W. D. Swaim of Chattanoog 
Tenn., introduced a resolution that the National auxiliar 
dues be raised from ten cents per year to twenty-five cen! 


Association 


per year in order to pay the expenses of the national off 
cers to the national conventions. This resolution was d: 
feated, but one made by Mrs. J. Preston Perham of Bo: 
ton, Mass., was passed. This resolution provided tha! 
each local auxiliary send in to the national office such 
contributions as they see fit for paying traveling expens« 
of the national officers. 

Rey. Ira R. Fladd of Louisville gave the invocation at 
the first meeting. After two vocal selections by Mrs. EF 
Kensinger, Mrs. John Keane of Pittsburgh read Kedsen’'s 
Eulogy. The convention went into a memorial service for 
the dead, and the Standard Sanitary Manufacturing Co 
quartet sang ‘‘Nearer My God to Thee,” after which Mrs 
Ww. D Several floral offerings 
were presented to the auxiliary by its friends, and at the 
the convention it 


Swaim gave a brief reading. 
end of was decided to send them to a 
home for crippled children in the city. 


Large Attendance at Luncheon 
Wednesday, June 23, the National Association of Master 
a luncheon to the Ladies’ Auxiliary 
startling, as approximately 
down to the tables in the ballroom of 
Theodore Ahrens, president of the Stand 


Plumbers tendered 
The 
seven hundred sat 
the Brown Hotel. 
ard Sanitary Manufacturing Co., and a guest of honor 
gave an enthusiastic talk on the help that wives could giv: 
Dean C. B. Connelley of th: 
Pittsburgh, Pa., th: 
other honor guest, also made an interesting talk on the 
scholarship fund, and the higher education of boys who 
plan to make the plumbing and heating business their 
livelihood. He congratulated the ladies on their excellent 


work in getting funds for the scholarships. During lunch 


attendance was almost 


their husbands in business. 


Carnegie Institute of Technology, 


eon, several vocal selections were rendered, and a floral 
offering was presented to the auxiliary by Mrs. L. J 
Rosenfield in behalf of the Louisville auxiliary. Other 


speakers were: John J. Vogelpohl, Frank J. Fee, Richard 


J. Welch and Jere Sheehan, Jr. 


Entertainment Features 

, Among the other activities in which the ladies took part 
were their entertainment features. Tuesday afternoon was 
featured by a long automobile ride through the principal 
boulevard and park systems of Louisville. Nearly five 
hundred women took advantage of this opportunity to see 
the beauties of the city. At Big Rock in Cherokee Park 
a plentiful supply of food was provided and after the light 
luncheon was over, the ladies returned to the city for the 
evening’s entertainment. 

Another automobile ride took place Thursday morning 
June 24, ending at the Audubon Country Club for lunch 


Afterward, the ladies were entertained at cards 
awarded the winners, and a handsom: 
souvenir was given by the Laib Co., Louisville, to ever: 
woman in attendance. 

The ladies naturally played an important part in th: 
other social activities of the convention. The dances held 
Monday and Tuesday evenings attracted their attendanc: 
in large numbers. The Wednesday afternoon meeting 0! 
the National auxiliary was broken up by the announce 
ment that the ladies would have to hurry in order to 
participate in the boat ride. At Fontaine Ferry Park Fri 
day they clearly showed that they were enjoying the park’s 
amusement attractions 


eon. 


Prizes were 
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MODERN SCHOOL BUILDINGS 























—_—_—S— REQUIRE PERFECT SANITATION 


American 
Brass Goods are Installed in Many School Jobs 


Including the New 
Vocational School, La Crosse, Wis. 


Jobbers 
W. A. Roosevelt Co., La Crosse, Wis 
Plumbing Contractors 


Hengel Plumbing and Heating Co 
La Crosse, Wis 


Architects 
Merman & Skogstad, La Crosse, Wis 








Also the 


Abraham Lincoln School 
La Crosse, Wis. 


Jobbers 
W. A. Roosevelt Co., La Crosse, Wis. 
Plumbing Contractors 


Western Heating Co., Minneapolis, Minn. 


Architects 
Merman & Skogstad, La Crosse, Wis. 


American Lavatory Traps and Lavatory Supplies 
used on the above jobs 


coo ew ew 


AMERICAN SANITARY MANUFACTURING CO. 
ABINGDON, ILLINOIS 


Plumbing Brass Goods of Quality 




















Mention Domestic ENGINEERING when writing advertisers 






ae 
















4 ddd 3 
SRS se ti ate Se Spiga 


sthieirnielindatieatiad 


er 


. EF Ea 
0 A nat tit 





Sarees ai a ne tee atte ak wits ee eh 





Top pieture: Jacob Isaanes of Louisville, newly-elected president of the Kentucky 

State Assectation.—Bottom row, left picture: James Hineman of Newport, retiring 

president of the State Association; middle picture, George F. Roser, secretary of 
the Kentucky Association; right picture, Edward Hannon of Paducah 


Kentucky Association Discusses State Code 


; Jacob Isaacs of Louisville, again takes 
up presidential duties 


S DELEGATES were gathering for the national out that the difficulty in getting such a code passed by the 
convention, the thirtieth annual meeting of the legislature was the small town situation. In such local- 


Kentucky State Association of Master Plumbers ities, the people do their own work and their represent- 
was held Monday, June 21, at the Kentucky Hotel, Louis atives in the legislature defend them to the utmost. David 


ville, Ky. Realizing that a busy week was ahead of them, Roberts of Cleveland, Ohio, told of the methods used in 
‘2 the state delegate attended their sessions promptly and that state to get around such a condition. 
President James Hineman, of Newport, kept closely to Mr. Roberts, who is a past president of the National 
schedule. Association of Master Plumbers, and an honorary member 
George Balme of Covington, who has been secretary of the Kentucky association, made an interesting informal 
treasurer of the state association for the past three years, talk to the convention. He outlined some of the past his- 


tendered his resignation. After fifty active years in the tory of the National association. Mr. Roberts urged the 
business he is now retiring, and the membership of the delegates to support their officers, both national and state, 
association unanimously elected him an honorary member reminding them that these officers are master plumbers, 
for life. R. H. Cooper, vice president, of Lexington, also and said that all master plumbers have the same problems. 
sent in his resignation 3oth resignations were accepted. He went on to tell the delegates that they should not be 


afraid to demand their rights from their customers, 





e OFFICERS ELECTED and a legitimate profit should be made on every job, ac- 
UCCEEDING retiring-president Hineman, Jacob Isaacs cording to Mr. Roberts. He said, “The master plumbers 
of Louisville was elected as president, a post which is are the ounce of prevention in the battle against disease, 
2 not entirely new to him, he having held it for several dif- and the physicians work on what diseases slip by the 
ferent terms. Albert Kruse of Newport was elected vice master plumbers.” He stated that the master plumber 
president. George F. Roser, secretary of the Louisville was without doubt the most important part of any house- 
~ Master Plumbers’ Association was elected as secretary hold. In closing, he urged the delegates not to forget to { 
treasurer to succeed Mr. Balme for a three-year term. send statements promptly. He said that this was ab- 
Several interesting discussions were held during the solutely necessary, as all master plumbers should be in a 
convention The question of a state plumbing code was position to discount their bills promptly at the end of 
brought up and was discussed at length. It was brought every month. 
- 106 E 
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Brass F ittings 


Don’t leave anything to 
chance. Specify Jenkins 
Better Brass Fittings and 
save yourself and your cus- 
tomers future trouble. 


Look for the 
“Triangle J” 


It means extra heavy fittings 
of good red metal, carefully 
. machined to the closest pos- 
sible gauge the kind that 
make up easily and stay 
tight. 


A 
4 
7. 
if 


At oe 


Most good jobbers carry Jen- 
kins Better Brass Fittings. WU 
yours does not, notify us at once. 
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COMMITTEES APPOINTED 
HE following committees were appointed by President 
ty Hineman Auditing committee: Thomas Clarke of 
Danville, William Bosemer, Jr., of Louisville; John E 
Kennedy Credentials committee: B. J. Durham of Dan- 
ville, John J. Fitzgerald of Lexington, George Holland 


tesolutions committee Jacob Isaacs of Louisville, chair 
man; Charles Whitehead of Frankfort, J. J. Bosemer of 
Louisville. Memorial committee J. J. Bosemer of Louis- 


ville, R. O. Dusch of Louisville, Frank J. Lavanier of 
Covington 

The memorial committee was instructed to send appro- 
priate resolutions to the families of the following mem- 
bers of the State Association who have died during the 
year John Terwort, H. C. Bonkofski, John B. Stickler 
and Felix McEhlone 

After the officers’ reports, and the reports of the va- 
rious committees, the question of a permanent office for 
the National Association of Master Plumbers was brought 
up. Jacob Isaacs of Louisville spoke in favor of a per- 
manent office and said that national presidents and direct- 
ors spent a great deal of the funds of the National associa- 
tion in running around the country, having a good time 
David Roberts of Cleveland, past president of the National 
association, contested these claims emphatically. He told 
of some of his experiences as national president and asked 
the Kentucky delegates if they thought such experiences 
were undertaken for pleasure. After a general discussion 
by the delegates, the convention voted about 2 to 1 to in 
struct its delegates to the National convention to support 





KENTUCKY—OHIO 


Top picture: John Lamping of Cincinnati, Ohio; Mra. and Mr. 
Charles Lynn of Louisville —Second row: BKB. J. Durham of 
Danville; B. F. Hurst of Richmond; J. J. Bozemer of Louts«- 
ville.—Third row: William H. Dahlenburg and F. R. Pfeiffer. 
both of Covington; 0. L. Bungenstock of Erlanger.—Bottom 
row: Mr. and Mrs. F. J. Weidhaus and family of Louisville 
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KENTUCKY 


Top picture, left to right: W. R. Seestadt, R. A. Layer, B. 
W. Brenzinger and A. Ramsey, plumbing inspector, all of Louis- 
ville-—Second picture: T. F. Clarke of Danville: F. J. Lavanier 
of Covington; E. C. Kelley of Covington; J. J. Fitzgerald of 
Lexington.—Third row: O. P. Light, Miss Lillian Hosley and 
Miss Pauline Adama, all of Louisville; Mra, E. C. Kelley of 
Covington.—Bottom picture: J. A. Roehrig, Mrs. Roehrig, 
Joseph Roehrig and Miss Dorothy Harping, all of Louisville 


a permanent office for the National Assocition of Master 
Plumbers. 

Invitations were read from several Kentucky cities, ask- 
ing the Kentucky association for its convention and after 
a general discussion it was decided that the next conven- 
tion would be held in Newport, whose delegates seemed 
very anxious to play host to the Kentucky master plumb- 
ers at their next convention. 

While the attendance at the convention was disap- 
pointing, it was far from discouraging, as the Louisville 
delegates were unable to attend on account of their na- 
tional convention duties and the Louisville association is 
the largest in the state. 

PASADENA PLUMBERS HOLD ANNUAL JOINT PICNIC 

The Pasadena Merchant Plumbers’ Association, of Pasa- 
dena, Calif., held its annual joint picnic on Saturday, 
June 19th. The affair was held at Redondo Beach and 
was attended by master plumbers, journeymen, apprentices, 
jobbers, salesmen, their families and friends. In all there 
were nearly six hundred present. A large number of con 
tests were on the program, provisions having been made 
so that there would be some kind of an event for each 
one present to take part in. 
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* Inspection, 
inspection,inspec- 
tion... Everything that 
bears the name AMPINCO 
must be perfect in ma- 
terial, construction 3 


and finish. Fromvy— 
raw material to finished 


product, every process 1s 
rigidly inspected. That 
insures \. the uniformly 
high quality of all the 
AMPINCO products. 
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Shower Combination “G” ( 
Assembled 

Polished and Nickeled 

No. 13006 

“Sure Grip’ 

Wrought Brass Flange 

1% Inches High 


No. 12259 
Wrought Tube “P" Trap 
ith Cleanout 
Satin Nickeied 
or Polished and Nickeled 
Size 1'4 Inches 


No. 12169 
Bath Supply Pipes 
Seamless Brass ‘Tubing 
Semi-Annealed 
Nickel Plated 
9/16 Inch outside Diameter 
nches Long 
No. 10484 a1 Inc . 
Universal Bi-Transit Basin Waste 
Polished and Nickeled 
No. 13123 
“Americo” 
Adjustable Connected 
Waste and Overflow 
Polished and Nickeled 
Size 138 Inches 


B Zz 
SA 
er 
No. 7186 
Supply Pipe to Floor 
€ With No. 7945 Reducer 
4 and With No. 9280 Flange 


f 
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No. 13047 No. 7149 No. 12170 
Duplex Stopper Lift lank Supply Pipe Sure Seal Non-Syphoning 
Chain Stay Nickel Plated “S” Trap, With Cleanout 


Polished and Nickeled it’ Outside Diameter Polished and Nickeled 
21 Inches Long Size 1'4 Inches 


No. 12195 
Slip Joint Elbow 
For Flush Pipe 
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In and Out of the Convention Hall 


EMBERS of the Ladies’ Aux- 
M iliary of the Minneapolis 
association were the biggest boost- 
ers for that city in trying to get the 
next convention there. Mrs. O. P. 
Bahneman, president of the auxil- 
iary, assisted by Mrs. H. M. Porter 
and Mrs. A. M. Wintheiser did great 
work in boosting their city. The 
ladies distributed literature on the 
special trains, and at the door of 
the convention hall, and their ef- 
forts deserved the reward they got. 


, oe ee 


ANIEL G. FINNERTY, Bos- 

ton, Mass., one of the oldest 
members of the Past President’s 
Club, absolutely refused any aid in 
getting on to the platform the first 
day of the convention, and jumped 
up as lightly as a school boy. Later 
he offered assistance to some of the 
younger members of the club. 

es . . 

HE EverHot Heater Co., De- 

troit, Mich., brought the De- 
troit delegates down to Louisville 
in a special bus. During the con- 
vention, the same company distrib- 
uted morning papers at the door of 
every room in the convention hotels. 


2 * 


HE Black & Decker Mfg. Co., 

Towson, Md., had one of its 
clinic busses at the convention. 
The bus is completely equipped to 
show the workings of that com- 
pany’s electric drill. 


ILLIAM J. LANG of Chicago, 

who was in charge of the ex- 
position held in conjunction with 
the convention, said that it was the 
consensus of opinion of the exhib- 
itors that this was the best exposi- 
tion ever held by the National 
Association. He also wished to 
give special thanks to Jacob Isaacs, 
George W. Schardein and John H. 
Fleck, all of Louisville, for the as- 
sistance given him. 


N his election to the presi- 

dency of the National Associa- 
tion, Albert J. Wilson, of San 
Francisco, said that the election re- 
pays California for its loyalty to 
the association, and proves that 
there is no selfish sectionalism in 
the organization. 


vention came into Louisville in 
special trains. Among these were 
the Illinois-Wisconsin train, the 
New York train and the St. Louis 
train. The Texas delegation had a 


special car from the Lone Star State. 


eon delegations to the con- 


, * 


facturing Co. had a complete 
exhibit set up at its Louisville plant 


for the benefit of the visitors who 
were conducted through the plant 
Friday following the convention. 


The exhibit contained more than 
three hundred fixtures. 


‘Re Standard Sanitary Manu- 


of the Master Plumbers’ Asso- 
ciation of the State of Maryland, 
distributed at the convention the 
first issue of a bulletin which he is 
editing. It is known as the Mary- 
land Master Plumber and is devoted 


largely to educational purposes. 


pep taey C. DORSEY, president 


* t * 


T the first meeting of the con- 
A vention, the speakers could 
not be heard at the back of the hall, 
so a microphone and a battery of 
loud speakers were installed. Some 
of the speakers found it difficult to 
talk into the microphone, but Henry 
E. Longley had such a powerful set 
of lungs that he could be heard 
without it. An innovation in the 
setting of microphones was estab- 
lished when the instrument was 
installed on a piano stool on top of 
the president’s table. 


EVERAL interesting luncheon 

meetings were held during the 
convention by the National Asso- 
ciation of Plumbing Secretaries. 
John H. Keane of Pittsburgh is 
president of the association and E. 
F. Bohm of Cleveland is secretary. 
The meetings were entirely infor- 
mal, and several important subjects 
were discussed at length. The 
association recommended that state 
officers take office on July 1, after 
election, rather than immediately. 
The National Association decided to 
pass this idea on to the state asso- 
ciations. 


LEX W. MURRAY of Twin 
A Falls, Idaho, a charter mem- 
ber of the National Association who 
was present at the Portland con- 
vention last year, sent a telegram 
regretting that he could not make 
it this year and wishing the con- 
vention success. 

eo -.¢ 

HE New Jersey State associa- 
s pt had a good report to make 
on its membership. It is said that 
out of 1,425 eligible master plumb- 
ers in the state, 1,264 are members 
of the master plumbers’ association. 

a 
RA MORRIS of Newark, N. J., 
] was asked to help out with some 
of the exhibit hall work by William 
J. Lang who was in charge of the 
hall, and he did a great deal toward 
making the exposition the success 

everyone acclaimed it. 

* > aa 

T Louisville, W. P. Bennett of 
A Macon, Ga., reminded some 
of his friends that he was present 
at the first organization meeting of 
the National Association in 1882, 
and has attended practically every 
convention of the association except 
the one held in Portland, Ore., last 
year. He moved to Macon in 1886 
and has been active in business 
there ever since. He said that the 
reason for the first convention was 
a plea for shorter hours on the part 
of the journeymen plumbers at that 


* time. 
* + * 


‘areas AHRENS, president 
of the Standard Sanitary Manu- 
facturing Co., told the story of his 
first business advice to some of his 
old friends at the convention. He 
said that when he started out in 
business, an old Jew whom he had 
known, told him that there were 
only three things necessary to make 
a success of business. The first was 
profit. The second was profit. The 
third was profit. Mr. Ahrens be- 
lieves that many master plumbers 
could benefit by the same advice, 
Se | s 

AST National President A. C. 

Eynon, of Canton, Ohio, is such 
an enthusiastic association worker 
that he came to the Louisville con- 
vention in spite of the fact that 
Mrs. Eynon was ill and could not 
be present. 
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44th Annual Convention 


(Continued from Page 57) 


negotiations with manufacturers of plumbing fixtures to 
determine if it is possible to have non-effaceable serial 
numbers placed on all fixtures If this is practicable, the 
resolution urged that manufacturers adopt such a practice 
and that wholesalers keep full records of these serial num- 
bers so that they may be used as reliable identification 
marks. This resolution was adopted 

New Jersey submitted a resolution that action on in 
creasing per capita taxes for the National Association 
should only be taken at a convention after due notice has 
been sent to all local associations and that, to adopt a 
resolution increasing the per capita tax, the endorsement 
of a majority of all local associations should be had. The 
resolutions committee did not concur in this resolution, 
because it was not in accord with the constitution and by 
laws. Wm. T. J. Orriss, New Jersey, explained why some 
thing of this sort should be done, for under the present 
system it is voted in a convention to raise the per capita 
tax and the increase goes into effect immediately Mr 
Orriss said that it is very difficult, then, to go out in the 
field and satisfy new members that the increase is justified 
Chas. M. Swinnerton, Los Angeles, supported Mr. Orriss’ 
views, but, on request of the resolutions committee, based 
on the difficulty of making any change in the by-laws, the 
convention did not concur in the New Jersey resolution. 

The resolution of the New Jersey State Association of 
Master Plumbers, making it the duty of the incoming 
officers of the National Association of Master Plumbers 
to send immediately to all state associations copies of all 
resolutions approved at conventions, was adopted 

The members of the National Association of Plumbing 
Secretaries submitted a suggestion which the convention 
decided to pass along to state associations, This organi- 
zation has decided to have its newly elected officers take 
office on July 1 after the convention rather than immedi 
ately upon election. This policy avoids hang-over accounts 
and allows old officers to give the incoming officials more 
help 

The Tennessee Association, recalling that there were 
more delegates outside the convention hall at Portland 
than there were inside, suggested that a roll call or check 
system be established by the Nationa? Association The 
idea was that delegates are sent to these conventions for 
educational reasons and are supposed to bring back to 
their states a report of what transpired, and if their at 
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NORTH CAROLINA AND WEST VIRGINIA 
Top row, left to right: Mr. and Mrs. L. P. Pashall and 
daughters, Gladys and Grace, of Durham, N. C.—Middle pic- 


ture: I. C. Walker of Charlotte, N. C., and J, L. Letzelter of 
Wheeling, W. Va.—Bottom row: Miss Raye Day, J. H. Druen 
and Miss Dorothy Druen, all of Huntington, W. Va. 


tendance at meetings was checked, more would attend. 
The.resolutions committee referred this to the Board of 
Directors. 


APPRENTICESHIP COMMITTEE REPORTS 
OHN A. QUINN of Philadelphia, chairman of the ap 
J prenticeship committee, told of the activities of his 
eémmittee during the last year. He said that during the 
year ended May 31, 1926, apprenticeship workers had 


A part‘of the Pittsburgh delegation with their wives and guests who were entertained at luncheon Tuesday, June 22, at 
the Brown Hotel by the Pittsburg Water Heater Co. 
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“ASK "FM TO BUY” Bathaday Shower and 


Tub Fixture 


Patent Pending 


The Bathaday 
SHOWER 








offers a fertile 


Field for old Installations 
where a Shower cannot be 
installed 
without tearing down walls. 


The Progressive 


Plumber 





will offer same to his 





customers 





and [ncrease his 


Sales. 





THE BATHADAY SHOWER 
IS MADE IN 
VARIOUS STYLES TO 


MEET 
ALL CONDITIONS. 


Ask for Bulletin No. 11. 


The above cut illustrates the construction of the 
Cock used on our Bathaday shower and tub fixture 
This Cock will fit in the ordinary bath cock drilling, 
and is equipped with a two-way valve so as to divert 
the stream either to the tub or shower as desired. 


Sold by all First Class Jobbers. 
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MILWAUKEE FLUSH VALVE CO. 
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What Your Customers Want 
In a Gas Water Heater— 












+—— HIGH FLUE COLLAR 
When you sell a customer a gas water 


SEPARATE Top ——>-@f 
features of construction which will make 
STRONG CAST it easy and economical for him to operate 
HINGE LUGS iB ° 
it—plus a degree of mechanical perfec- 
tion which will keep his repair bills 
down to the minimum. 





PRESSURE 


DEFLECTOR «EQUALIZING LUGS 


ol i i 5 ee 
Lace sxe. — SI ere Vie OHIO No. 2 
F ED SHELL : ¥ PRESSURE 
er EQUALIZING LUGS : QO a d 





SHORT 
CONICAL FLAME a . . 
se <Ma|_1<—STRONG CAST The special type burner ensures complete com- 
NON-CLOGGING | a) Wy 4INGE LUGS 


bustion and the double copper coil offers the 
greatest possible heat absorbing surface to the 


BURNER OPENINGS 


sue JOINT flame. The coils themselves are joined at the 
= <— PERMANENT BASE ends by a brass terminal which forms part of 

the union to the water line, thus saving a pipe 

SEPARATE DRIP PA fitting and simplifying possible replacements. 


BAYONET CATCH The shell is flared at the bottom to admit the 
proper amount of secondary air around the flames, 
and is narrow higher up to confine the heat close 


to the coil. 


—_—— Ecc MLOMyY Write for Full Details 


The OHIO No. 25 is the Gas 
Water Heater for speedy sales 
and sure profits. It will pay you 
to get complete specifications. 


— Simplicity 
— Durability 


— Convenience ited 








THE OHIO HEATER COMPANY 
COLUMBUS $ 7. OHIO 
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spent 359 days in the field, making 107 addresses and 
holding 118 conferences on apprenticeship. To accom- 
plish this, they traveled 40,796 miles, an increase of 39 
per cent over last year, according to the report. 

Because of the increased interest in such training, 40,- 
000 pieces of printed matter and 4,709 pieces of mime- 
ographed matter on apprenticeship were distributed dur- 
ing the year. Over 16,000 copies of the standard text 
have been distributed. The report stated that the number 
of schools for apprentice training had increased from 53 
to approximately 140 during the past three years. The 
enroliment of apprentices has increased 150 per cent 
since 1922 according to the report. The home study 
course enrollment has also shown great strides in num- 
bers, a 130 per cent increase being made during the 
year. A partial payment plan has been worked out for 
this course, so now a student can pay as he learns. 

The second annual conference for the training of plumb- 
ing instructors netted great results and showed an in- 
creased attendance of about 140 per cent over the first 
conference. 

Maryland plumbers advocated a change in the time of 
year set for this conference so that the next meeting will 
be held between the first of July and the first of Septem- 
ber. This, they pointed out, would enable more instruc- 
tors to take advantage of this conference, as their schools 
will be closed for vacations and they will have a greater 
chance to attend. This resolution was concurred in by 
the resolutions committee and was referred to the Trade 
Extension Bureau. 

Mr. Quinn in his report said that the third conference is 
to be held in either February or July of 1927. The com- 











INDIANA 
Top row, left to right: John W. Orth, Lafayette, Ind.; Daniel Eads, J. M. Freitag, FP. G. 


Terre Haute, and J. G. Hayes, of Indianapolis.—Middle row: ©. R. Saberton and E. H. Hartie, both of Evansville; W. New- 
man, president of Evansville Association; 8S. N. Grant, A. Craig and H. J. Lipking, all of Evansville.—Bottom row: William 
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mittee has also supported several statewide conferences on 
apprenticeship, and reported them all successful. The 
committee also reported that it has made arrangements to 
study the responsibilities of the foreman of the plumbing 
shop, and has solicited the aid of the Pennsylvania de- 
partment of public instruction to analyze the job of fore 
man; it will produce the material to give instruction to 
every master plumber who wants to take it. The com 
mittee announced that the Heating and Piping Contractors 
National Association is also planning educational work, 
and the National Trade Extension Bureau is planning to 
get a man to help in the steamfitting text division. 
Recommendations Made 

At the conclusion of the report, the committee made 
the following recommendations, all of which were turned 
over to the incoming board of directors of the National 
association: 1-——To support instructor training; 2—-To 
standardize plumbing apprenticeship schools; 3—-To con 
duct more home study courses for apprentices; 4—To go 
on record as opposed to indiscriminate training of ap 
prentices without any future employment by a reputable 
master plumber in sight; 5-—To send the report of the 
educational committee to the several state associations to 
be discussed by the officers and members on their respec 
tive convention floors, 


GET BEHIND APPRENTICESHIP TRAINING 
~ L. BOWMAN, director of apprenticeship work for 
E. the National Trade Extension Bureau, made a plea 
that the plumbers get behind the national plan for train 
ing apprentices and put into effect the national slogan 
“At least one apprentice in every shop, and every ap- 
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WOLFF DURO 





WOLFF 
J 46,215 W 


The New Laundry Faucet 


Spout swings in a complete circle. 
Convenient for filling pail or washing 
machine behind the tray, or attaching 
a hose. 


Integral clamping post relieves piping 
and fixture of all strain. 


Inlet unions have ground joints. 


Economical to install, as only two con- 
nections are required for entire instal- 
lation. 


All DURO parts are interchangeable. 


> One faucet will serve 
} . 


two trays set back to 
back. Also furnished 


} with long spout for 
t trays with three com- 
herp “oot 
me | _, partments. 


Attached to every DURO faucet is a 
distinctive tag, carrying the Wolff guar- 
antee. 


Catalog “J” sent upon request. 


2057 W. Fulton St., Cor. N. Hoyne Ave. 


@® WOLFF MANUFACTURING CORP. 
CHICAGO, ILL. 


prentice in school.” Pointing out that no apprentices 
meant no mechanics and no mechanics meant no business 
Mr. Bowman told the plumbers that it was a duty they 
owed themselves, their business and their industry to train 
apprentices. He said that it is a pleasure and a privileg: 
to help develop a human being, as those who train ap 
prentices will be doing. He urged that the plumbers 
familiarize themselves with the national plan for training 
boys, available at the Trade Extension Bureau, for, he 
said, that plan will get the desired results. He deplored 
the short-sightedness of plumbers who are not developing 
apprentices. 


STANDARDIZATION COMMITTEE REPORTS 


EO. H. DRAKE, who succeeded Thos. F. Hanley, two 
* months ago, as chairman of the Standardization 
Committee, reviewed standardization activities in the 
plumbing industry. He pointed out what a live issue this 
standardization subject is and how even outside interests, 
such as real estate men, are fostering standardization 









































ALABAMA 
Top row, left to right: S. E. Scholze, J. E. Hamill, both of 
Birmingham; W. T. Perry, president of Alabama State Asso- 
clation, C. M. Perry and J. 0. Pope, all of Montgomery—Bot- 
tom row: Mrs. and Mr. L. J. Leahy, of Mobile. 


activities in the plumbing industry, anxious to cut building 
costs as much as possible. One of the items in the plumb- 
ing field on which work of this sort is now going ahead is 
trap screw ferrules. A conference of interested parties 
is to be held early in July and a representative from the 
National Association of Master Plumbers has been asked 
to attend. Mr. Drake recommended that such a repre- 
sentative be present. 

He mentioned briefly the work that has been done in 
standardizing and eliminating excess varieties of hot water 
storage tanks, brass lavatory and sink traps and range 
boilers. He also told of the progress made on the Code of 
Simplified Practices and recommended that the National 
Association continue its support of such measures. How- 
ever, he believed that careful watch should be kept on the 
standardization activities being fostered by manufacturers 
in order to protect the plumbers’ interests, and he felt 
that the National Association should work up a practical 
code and submit it to the government. 

He concluded with the recommendation that nothing 
along standardization lines should be done or adopted 
without the co-operation and representation of the Na- 
tional Association of Master Plumbers. 
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of Uniondom— 


The Ace—An all brass octagon shaped 


union. 


The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 


ACE » KING - QUEEN 
UNIONS 











KING UNION COMPANY 


HILLSGROVE RHODE ISLAND 


























Mention Domestic ENGINEERING when writing advertisers. 























aa the 2 Ree 


ee ee ee 


uly 3, 1926 DOMESTIC ENGINEERING 121 








His report was accepted and his recommendations 
adopted by the convention. 

Thos. F. Hanley, past chairman of the Standardization 
Committee, took the floor for a few minutes to review 
briefly his experiences as head of this important committee 
since 1918. He said that some members feel that stand- 
ardization activities are being pushed ahead too fast, but 
he does not believe that this is so. He said that wonderful 
work has been done and is being done by the Stand- 
ardization Committee and he mentioned that 21 states and 
141 cities are now working on code problems. 

Frank P. Tweedie, a national director from New Or- 
leans, made the statement at one time during the con- 


Honeywell 15-day thermostat 
equipped with dependable jeweled 
balance movement clock and high 
grade thermometer, 
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vention, while talking on another subject, that the Hoover 
Code of Basic Minimum Requirements would eventually 
become the national code. Jere L. Murphy, New York 
City, later took exception to this statement and precipitated 
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a short discussion on the Hoover Code. Mr. Murphy re- | \ Hi 
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ns OREGON A 
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Honeywell 


Inevitably the reputation for con- 
tinuous dependability and unvarying 
accuracy of the Honeywell High-Low 











il System of Automatic Control has 
\ won widespread popularity. 

ferred to the attempt some -years ago in New York to 
change from a vented to a non-vented system by the estab- \ As a result, the leading manufacturers 
lishment of a new code and told of how he and Wm. J. } of heating boilers are today recom- 
Flynn, New York, had appeared before the New York mending Honeywell exclusively. Of 
Board of Standards to stop such a plan. These New York- | i the important domestic oil burners 
ers made two installations, one a vented and one a non- listed as standard by Underwriters 
vented, to prove their point. Now, Mr. Murphy went on, { ii Laboratories, inc., a majority are 
the Hoover Code is being advocated and, in his opinion, {di— equipped with Honeywell controls. 
such a code or any national code is impossible. He men- p 1 f > 
tioned the difference between installations in high and in | eee ae It is the common experience of all 
low buildings and stated that the Hoover Code could not => AS manufacturers using Honeywell that 
work for these larger types of buildings. He, therefore, | —! Aw it brings to — eee See 
urged the plumbers to keep this plumbing business in | \ measure of efficiency, —- “ro 
their own hands, not to allow the government or any out- =: =F \ year comfort ; end _— oO 
side interests to mix into it, and, in this way, best protect | 2 SI eliminate every eemen oF uncer: 


tainty from automatic control, you, 
should recommend Honeywell 
exclusively. 


the health of the public. 

Mr. Tweedie replied to Mr. Murphy, stating that he too, 
knew the Hoover Code would not apply to large buildings, 
but, nevertheless, that did not prove to him that it could 


not be a national code. He called the code a “dog which 
The Honeywell electric regulator 
motor--an amezing achievement 
in utter simplicity 


| 
| 
would grow” and said that, perhaps, he should have re- | 
ferred to it as a standard rather than a national code, for | 
in his opinion there was no doubt that it would eventually | 
be the standard code for the country. 

Then, Thos. F, Hanley rose to express his surprise that, | 
after the National Association had passed this code two 


years ago and re-endorsed it last year, Mr. Murphy should y 
suggest undoing all this work. He pointed out that the 
code was merely a minimum code for dwellings and did not 


attempt to cover large buildings. Naturally, he said, large | Tem erature Re ulators 
buildings demanded different treatment, but that did not p 9 

minimize the importance or effectiveness of the Hoover The Honevwell Heating Specialties Co. 
Code, "WABASH, IND. 
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Some advantages of 


PENBERTHY CELLAR 
DRAINERS 


1. Extremely compact. 

2. Cost less than many inferior drainers. 

3. Made entirely of bronze or brass with 
copper float. 


4. Working parts above water—no slime or 
corrosion can interfere with operation. 


5. Absolutely automatic—always primed to 
start instantly. 


6. Easily cleaned, thus preventing clogging. 
7. Cheap to operate —use city water pressure. 


PENBERTHY INJECTOR COMPANY 


Established 1866 


Canadian Plant: Windsor, Ontario 





: Your jobber has them. 
i 1260 Holden Ave. Detroit, Mich. : 
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The New Jersey State Association of Master Plumbers 
recommended standard lengths for wrought iron and steel 
pipe of 10 and 12 ft., respectively. The resolution stated 
that the work of the Standardization Committee of the 
New Jersey Association showed that wrought iron and 
steel pipe should come in shorter lengths than they do 
now. Further, this association recommended that each 
length of pipe should be threaded at each end with a 
standard length of thread and furnished with a standard 
size pipe coupling at one end of each length of pipe. The 
Virginia Association submitted a similar resolution, al- 
though it recommended standard lengths of 12 and 20 
ft. for all pipe manufactured. The resolutions committee 
thought that this was merely a detail of purchase, but 
referred it to the Standardization Committee. 


REPORT OF THE EDUCATIONAL COMMITTEE 

HE educational committee’s report was read by Fred- 
7 erick E. Fladd of Rochester, N. Y., chairman of the 
committee. Hesaid that one of the principal duties of the 
educational committee was to create a better feeling be- 
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NEW YORK 
Top picture, left to right: J. 8. Lawlor, and J. J. Falihee, both 
of New York City; F. E. Fladd, chairman of educational com- 
mittee of National Association, and Mrs. Fladd, of Rochester. 
—Middle picture: John F. Rogers, of Flushing, zone director; 
J. 8. McNamara of New York City; William Thompson and 
Gus Hansen, both of New York City; J. T. Kerwin of Albany, 
and William Lawrence of New York City.—Bottom picture: 
G. H. Drake of Buffalo; M. J. Kennedy, president Greater New 
York Association, and P. D. McCarthy of Syracuse 


tween the master plumber and the public, and the com- 
mittee felt that this could be accomplished only by the 
trade in general working in a spirit of co-operation, and 
conducting such forms of publicity as would tend to create 
a better understanding of the plumber’s value to a com- 
munity. 

The report went on to say that the master plumber should 
also try to create better feelings with his source of supply 
of material, and his workmen. Greater effort should be 
put into association advertising the committee recom- 
mended. Every association should take all possible means 
of keeping the handy man from getting the work which 
belongs to the master plumber. The committee reported 
that a lot of good work had been done by the Trade Ex- 
tension Bureau and the local associations in stamping out 
the unfavorable publicity being fostered in the humorous 
columns of many newspapers and magazines throughout 
the country. 


The committee felt, its report showed, that something 
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WINNERS — 


Just as the thoroughbred of the big 
Derby at Churchill Downs was trained 
for a particular job, that of winning 
horse races, so ARMSTRONG tools are 
developed and built for a single pur- 
pose—efficient service to plumbing and 
heating contractors. 


And the cheers given to Derby win- 
ners are reproduced a hundred times 
over for ARMSTRONG by thousands of 
contractors who have learned that good 
tools make good workmanship possible 
and profitable. 


} 
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4, Using winners will help make a 
Y winner of you. 





Your jobber will supply you. 


The Armstrong Mfg. Company 


Bridgeport - - Conn. 
New York Office, 181 Lafayette Street 
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Fittings 
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WHY 


Use The 
Dunham Return Trap? 
7 3. Because it is automatic in opera- 
tion and works under variations in 
steam pressure, returning the condensate, 


which it collects from the heating system, to 
the boiler. 





The Dunham Return Trap has built for itself 
a big reputation in the United States and 
Canada as an equalizing medium for return- 
ing water to the boiler against the prevailing 
boiler pressure. 

Its float-operated mechanism controls the 
vent valve and the balanced steam valve. 
Both of these are large in area, allowing quick 
air release and plenty of steam volume for 
operating the trap. 


Cc. A. DUNHAM CO. 
DUNHAM BUILDING 

450 East Ohio St. CHICAGO 
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| ing the year than ever before. 
| activities of each of the Bureau’s departments, 
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should be done in the form of a recommendation to the 
governmental authorities concerning a way to abolish the 
of streams, and told 
streams of the 
the association 





| pollution 


the 


of the steps necessary to 
country pure. It also recom- 
that it some sort of a 
slogan in order to benefit the industry. 

A code of ethics which had been presented to the con- 
vention at Portland last year, and which had been revised 
was again brought the convention by this 
This code is published in full along with the 
report of the committee on other pages of this issue. It 
the 
its study, on the recommendation of the resolutions com- 


make 


mended to adopt 


since, before 


committee. 
was turned over to incoming board of directors for 
mittee. 

T. E. B. 

M. G. BERGNER, secretary-manager of the National 
W Trade Extension Bureau, reviewed what the Bu- 
reau had done in the past year. He stated that field men 
had cities, had attended more 
meetings and had made more talks before the public dur- 
He touched briefly on the 
There are 
1846 students taking the correspondence course in ac- 
counting, he The statistical department is paying 
particular attention to the rural districts, compiling data 


visited more states and 


said. 


| on sales possibilities in such districts and preparing to help 


the small town plumber more in the future. Apprentice- 
ship work is progressing well, from the Bureau’s stand- 


| point, and the sales help department continues active on 
| the “Ask ’Em to Buy” campaign. 


Mr. Bergner stated that the Bureau is operating on the 


| game budget under which it was run a year ago and, stat- 


| 


Top picture: 





| 


had, the more it 
can do, he made the request that the National Association 
again $15,000 or more. When this request 
was considered later, the $15,000 for the Bureau was voted. 


ing that the more income the Bureau 


contribute 
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R. T. (Dad) McCoy, veteran 
boiler expert who has been en- 
gaged in designing, making, and 
repairing boilers for forty years. 


QUALITY TELLS! 


From a few friendly compli- 
ments to a national demand. 
That has been the history of my 
Old Reliable Boiler Liquid. 


Why? 


Because my product does what 
every user expects a Boiler 
Liquid to do—and does it better. 


In the conservative East it is 
accepted as standard and the 
demand is increasing every day. 
It is sold on a quality basis 
under an absolute guarantee. 


R. T. (Dad) McCoy 


McCoy Manufacturing Co. |[E%:¢< enn oss 
Incorporated Boiler Liquid e 

Garwood, New Jersey 4 
General Offices: New York City 
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After making his report, Mr. Bergner went on to urge 
the plumbers to study carefully the various trade prob- 
lems He referred to the meeting with the supply men 
and said that these men were anxious to include members 
of the National Association of Master Plumbers in their 
future meetings. 

He was asked by John J. Shanahan, Norfolk, Va., if the 
Trade Extension Bureau had worked out any definite sales 
campaign, by means of which all branches of the industry 
could be more closely co-ordinated. Mr. Bergner replied 
that the “Ask 'Em to Buy” campaign was the only plan 
as yet fostered by the Bureau along these lines. 

Then, Jere I. Murphy, New York, rose to say that his 
delegation was more interested in trade protection than in 
any other phase of the business. He referred to the old 
days when manufacturers and wholesalers sold to any one, 
and said that it was to correct such conditions that the 
National Association of Master Plumbers was organized. 
Noy, he said, there is a growing tendency among manu- 
facturers and wholesalers to find new fields—to go out 
and sell any one promiscuously. 

Mr. Murphy pointed out that labor is 25 to 40 per cent 
of any job, that there is no profit in labor for the contrac- 
tor, but that the contractor and not the manufacturer 
must take care of this labor charge. “If, then, we do not 
furnish the materials on a job, we lose all profit,” said 
Mr. Murphy. He referred to the conditions which exist as 
putting the plumber “in the last ditch.’”’ It is high-time, 
he said, that the manufacturer realize how important the 
plumber is to him. He believed that only 1 or 2 per cent 
more goods could be sold if plumbers acceded to the re- 
sell goods promiscuously” and, 
therefore, felt that the damage done to the business of the 
master plumber would far outweigh the advantages to be 
derived. He made the statement that the plumbers’ busi- 
ness is slipping away from them and something must be 
done to stop it. 


quest of manufacturers to 








GEORGIA—FLORIDA 


Top row: Mrs, Rath Kerlien, Mrs. Thomas Reeder, C. J. 

Warner, president of the Georgia State Association, and Mrs. 

Cc. J. Warner, all of Atianta.—Bottom row: Mr. and Mrs. W. 
Fr. Krumpe of West Paim Beach; W. P. Bennett of Macon 


He referred to broken and defective material to replace 
which has cost him considerable money which he never 
got back, and suggested that the National Association zone 
the entire country, establish in each zone a committee of 
manufacturers, jobbers and master plumbers, and have 
this committee pass upon the claims of all master plumb- 
ers. 

Mr. Murphy later complained about manufacturers’ 
methods of announcing a price advance, saying that they 
change over night. He wanted at least thirty days’ no- 


President Longley’s Report 


RESIDENT HENRY E. LONGLEY was the first officer 
P.. submit his annual report which follows in full: 
Ever aware of the responsibility entrusted to me when 
honored by election to the Presidency of the National 
Association of Master Plumbers, I have devoted my sin- 
cerest effort to the conduct of your affairs during the last 
year. With due regard for the customs and precedents 
established by my worthy predecessors in office, I have 
striven at all times to exercise my best judgment to the 
end of showing material development in the Association 
and promoting the best interests of the greatest number. 
I only hope that your consideration of the different recom- 
mendations which constitute this report will result in you 
giving them the proper consideration. 
Change of Location 
The first duties incumbent upon the President is that 
of moving the Executive Office from the city of his prede- 
cessor and establishing it with a competent working force 
in charge of the actual details. This was accomplished 
with little delay and with practically no interruption in the 
transaction of your business as all of the office equipment 
and records were securely packed by my worthy prede- 
cessor Past President John J. Vogelpohl. Furniture such 
as desks and other office equipment which it is customary 
to replace was disposed of in Cincinnati which only neces- 
sitated the shipping of certain files and equipment. New 
furniture was purchased to replace that disposed of in 
Cincinnati and I am pleased to advise, notwithstanding the 


great distance from Portland, the National Office began to 
function on July 7th. 

The financial condition of our Association is as follows. 
We have a cash balance amounting to $20,274.67 and a 
balance due from State Associations in an amount of $849 
and $15,000 in Liberty Bonds. 

Appointment of Directors and Committeemen 

With the Office established, your President immediately 
set about to appoint the members of the Board of Directors 
and various standing committees. In doing this, it was his 
object to select such men as would give the proper geo- 
graphical representation without sacrificing ability and I 
trust that the reports of the various committees will sus- 
tain the wisdom of the selections made. 

Each Director was assigned a certain state or a number 
of states that would come under his direct control, and the 
president and secretary of the different State associations 
were acquainted with the fact of the appointment of their 
National Director and requested to cooperate with and 
keep in touch with him regarding any questions that 
should arise. The National Directors were also given cer- 
tain states in which they were to attend state conventions 
so that the National Association would be properly repre- 
sented at all state conventions so that every state conven- 
tion had a representative of the National Association pres- 
ent, and each Director was also given an outline of the ac- 
tivities of the National Association. 

(Continued on Page 145) 
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Permanent BEAUTY... The WHITEHOUSE 


> pedal Y without polishing—beauty instantly 
renewable by the use of a damp cloth 

permanent beauty. Such is the beauty of the 

‘‘Whitehouse’’ Combination Sink Faucet. 


Skillfully fashioned from 


the finest grade of vitreous 
china, the “Whitehouse” 
has a flawless, snow white 
surface of exceptional 


beauty plus sanitary qual- 
ities of the highest order. 


It is a compact unit with a 
concealed soap pocket and a 
swinging spout. All water- 
carrying parts are of ‘‘Ever- 
lasting’ Morgan Bronze. 
The ‘‘Whitehouse”’ is truly 
the aristocrat of Combina- 
tion Faucets. 


THE MORGAN BRONZE CO., Cleveland, Ohio 


Makers of the Highest Grade Plumbing Fixtures in the World 
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WEST VIRGINIA—NORTH CAROLINA 


lop picture, front row: KR. H. Holtzworth of Huntington; J. 
A. Shanklin of Charleston, State secretary; C. V. Swann of 
Huntington, State president; H. A. Spencer of Clarksburg; 
0. Adkins of Charleston; back row, Joseph Hagen of Hunting- 
ton; W. M. Johnson of Wheeling; H. E. Neuman of Wheeling; 
H. F. Uieks of Hoffman Heater Co., all of West Virginia— 
Kottom picture, back row: Henry Hackney of Charlotte; C. 
M. Jones of Raleigh: J. B. Montfort of Raleigh; L. P. Pashall 
Longley of Wilmington, retiring Na- 
tional president; front row, BE. B. Grady of Concord; R. 0. Way 


of Durham; Henry bh. 


of Wilmington; bk. BR. Harding of Greensboro, State president; 
W. J. Highsmith, of Durham, all of North Carolina 


tice, While Mr. Bergner was still on the platform, ready to 


uggestions for the Trade 


ENGINEERING 


Extension Bureau, John H. Keane, Pittsburgh, Pa., sug 
gested that the Bureau travel speakers who are able ti 
discuss a plumbing code before civic clubs, thus acquaint 
ing the public with the desirability of a code and making 
it easier to get one through state legislatures. Mr. Keane 
also, suggested that the Bureau have lecturers follow up 
the accounting courses and sell more strongly the value 
of proper accounting as well as the accounting service 
furnished by the Bureau. 

When, later in the convention, a resolution was offered 
suggesting the appointment of a Statistics Committee for 
the National Association of Master Plumbers, for the pur 
pose of securing data on plumbing and, particularly, on 
what plumbing has done for humanity, the resolutions 
committee did not concur, feeling that such statistics 
could be obtained at the Trade Extension Bureau and 
there was no use in establishing another standing com 
mittee However, E. L. Penfrase, St. Louis, Mo., said 
that it was very difficult to secure the right information 
when it was wanted and, if it were true that all these 
statistics were gathered and all this data available, he 
would suggest better co-ordination between the commit 
tees of the association and the Trade Extension Bureau, 

By another resolution, the Trade Extension Bureau was 
directed, when requested, to prepare a program of papers 
to be used by association officers and speakers in meetings 
and public talks, these papers to include statistics on sani- 
tation. 

THE TREASURER’'S REPORTS 
EFORE reading his report, Richard J. Welch, Lowell, 
B Mass., who has been treasurer of the National Asso 
ciation of Master Plumbers for the last seven years, an- 
nounced that he would not be a candidate for re-election 
at this convention. He then made an able report on the 


finances of the association, which indicated a very healthy 





~The China Spout 
| for Your 

| Better Bathrooms 
| 


When you want something better looking 
for your bathroom installations —use this 
new WUESTHOFF China Spout. It is 
heatproof, of course—-the sliding brass 
' insert takes care of that. And it can be 
screwed snug up against the wall with- 
out breaking. 


| WUESTHOFF 











your jobber. 


Vitreous China Plumbing Specialties 

















CHINA SPOUT AND 
EVER-DRY SOAP DISH 


Its big feature, though, is the Ever-Dry Soap Dish which is an integral part 
of the spout and is so designed that all drippings from the soap dish drain 
through the spout, keeping the dish always clean and dry. Order from 


M. W. WUESTHOFF COMPANY 


786 Harrison St., San Francisco, Calif. 
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PLUMBERS WAGES 





1906 1926 — 


In 1906 22 minutes of a plumber’s time In 1926 22 minutes of a plumber’s time 
was worth a pound of brass. is worth four pounds of brass. 



















































































HE United States leads the world in plumb- 
ing. The smallest and most modest house WAGES-MATERIAL PRICES 
- Changes in prices of building materials 
nowadays has the most complete bathroom and ald nial nema tlie 
kitchen equipment, and more plumbing is used from 1913 to 1038 ae 
today in the United States than in any country in a Zs ae 
the world. 
The plumber has become an important man, ar T 1 a | 
and because he does highly important work well, 260}—}—_1__| = H = | 
P ° ° ° | acme | 1 | 
he commands high wages. This highly skilled on |omo= Material Prices Ht I 
lator cannot be wasted on temporary building [mnrneers gS i tit | 
; 240}—1—__— —Hii—+—+_4 
materials, ry TT. YT B 
| | | | | | 
The labor to install steel pipe, for instance, is a a oe if it PT 
f ; neat | \4 | 
almost twice as much as the cost of the pipe itself. 220|—|__| bcd | 1 | | | 
. ° | | | 
If, through replacement and repair, this labor cost we x | } | | | ‘ia 
must be duplicated, as is usually the case, there is } HW 
no saving, but a waste, in using cheaper material. 200 | rT Tr rt « 
; , pea | 
Brass Pipe means one labor cost instead of two, 190} —+} 4 f - [+ 
because it never needs replacement. a 2 oe oe ee | H ~e \- 
Of course, Brass Pipe, and why not Alpha? es } | ' / +-4 
170 } {|_| 4 — 
od / | | 
160 }- | {f+} pt 
LP HA attttf | | | | 
/ i| I } | 
140 an —$—t—} + 
' | f / Re 
rass Pipe SHA 
120+ +- — 7 nm = — } 
f / I | | 
ALPHA has more copper and more lead than the usual brass pipe. 110-7 } a ¢. at : 
More copper raises its resistance to corrosion and makes it more ad a | | 
ductile and tough. More lead makes it easier to cut the clean and per- 100 “4 — 
fect threads so essential to leak-proof connections. 90 ‘L-4 | | | i 
Alpha has a superior surface finish and can be bent cold without 1913 1915 1917 1919 1921 1923 1925 
collapsing. Every length is trade-marked twice and we guarantee 
it against season cracking. ee 





CHASE COMPANIES 


INCORPORATED Chase Companies, Inc., Waterbury, Conn. " 
WATERBURY, CONNECTICUT 
Chase Metal Works — Chase Rolling Mills 


STOCKS Name 
Chase Brass Companies, Inc., New York. 
Chase Companies of New Jersey, Newark. 


Please send me free of charge a copy of your book on Alpha Briss 


The Ohio Chase Company, Cleveland, Firm 
Chase Companies of California, San Francisco, 
s Angeles 
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Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta 
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Each seat is carefully 
fashioned in four sec 
tions, so that the grain 
runs around the hole. 
These sections are united 
in an inseparable unit by 
four bolts concealed in 
the wood. So tight is 
the grip of the bolt, so 
accurately machined are 
the tongue and grooves, 
that it is impossible for 
the joint to split or come 
apart. The hinge is de- 
signed for great strength 
and durability. Never 
Split Seats are beauti- 
fully finished and there is 
a type for every bowl. 





Plumbers! 


Never Split Model No. 
120 finished in genuine 
white Duco, as durable 
as it is beautiful. The 
price is exceptionally 
reasonable. 


Every seat listed in the 
Never Split Catalog 
can be furnished in this 
flawless white Duco 
finish. 


Dow’t let the seat 


business slip away from you! 


ARDWARE and department 

stores want it and are going after 

it. You want to keep this business, not 

only because it’s profitable, but because 

selling seats helps you sell other equip- 
ment and your service. 

There’s no doubt that you could in- 
crease your sales by letting the home 
and building owners in your community 
know that you sell Never-Split—the 
finest toilet seats made. Then when 
replacements or new seats are needed, 


your store and Never-Split seats will be 
remembered. 


Never-Split Seats are advertised con- 
tinuously in magazines read by archi- 
tects, building contractors and hotel 
managers. 

Our advertising material is free. 

Attractive folders, as many as your 
mailing list requires, will be sent to you 
without charge. Also a display sign for 
your store front and a model of the 
famous Never-Split bolted joint con- 
struction to be displayed in your win- 
dow. The sooner you write for this 
material, the sooner you will begin to 
increase your seat sales. 


NEVER SPLIT SEAT COMPANY 


Dept. 27, Evansville, Ind., U. S. A. 
Founded 1905 





Evernu is the perfect seat. The interior wall of special hard rubber 
of great strength and the outside surface of solid color hard rubber 
are vulcanized under hydraulic pressure into one lasting piece. No 
finish to wear off. No joints to open up. The hollow center pro- 
vides lightness with strength. The hinge is as durable as the seat. 





The Largest Manufacturers of Toilet Seats in the World 





Mention Domestic Encineerinc when writing advertisers. 
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INDIANA 


Top row, left to right: Mrs. J. E. Withers, Mrs. F. E. Simard 

and Mrs, W. F. Henderson, all of Gary, Ind.—Middle row: Mr. 

and Mrs. J. H. Daniels, president, Indiana Society of Sani- 

tary Engineers, Gary; 0. E. Baker and Mrs. Baker of Muncie. 

—Bottom row: Mrs. J. Scheibert and Mary Scheibert of In- 

dianapolis; Mrs. Carl Mertz, and Mrs. J. W. Orth, both of 
Lafayette 


condition. His report was referred to the Auditing Com- 
mittee, of which Wm. F. Mylander was chairman, and, 
later in the convention, this committee announced its 
correctness. ; 

In this regard, the Auditing Committee submitted a re- 
solution to the convention, designed to lighten the labors 
of the Auditing Committees at national conventions and, 
in general, to expedite the work of-auditing association ac- 
counts. This resolution was to the effect that the records 
of the executive clerk should be audited by a Certified 
Public Accountant before submission at the national con- 
vention, so that when the Auditing Committee goes to its 
work at the convention, it will have something definite 
on which to work. This resolution was adopted and the 
president will hereafter instruct his executive clerk to 
have the finances audited before the convention. 


IN MEMORIAM 


INETY members of the National Association of 
Master Plumbers died during the last year, and 
delegates paid tribute to their memories when A. C. Eynon, 
Canton, Ohio, a past president and chairman of the 
Memoriam Committee, read the names of the deceased and 
presented a memorial resolution to be spread on the min- 
utes of the convention and sent to the bereaved families. 
Special tribute was paid to the memory of Past President 
Walter D. Nolan, who died during the year. A. Selden 
Walker, a past president, who served as vice president of 
the association under Mr. Nolan, read this special 
memorial. 
All members stood in silence and with bowed heads 
while a quartet sang “Nearer My God to Thee.” 


REPORT OF BOARD OF DIRECTORS 
LBERT J. WILSON, San Francisco, vice president of 
A ihe National Association of Master Plumbers, read 
the report of the Board of Directors, which contained an 
account of the two meetings held by the Board during the 
year. The directors congratulated President Longley on 
the policies adopted during his administration, which was 
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Hudson Portable Shower No. 200 
Shower is made of %° O. D. brasa, heavily nickel plated and 

” corrugated rubber tubing. Special coupling to prevent 
ow-off of rubber from stem. Furnished with 24” curtain alk 
ring, 744" rain head, heavy white duck curtain, nickel plated | 
curtain pins, 5’ highest grade rubber tubing, nickel plated 
ecrews, aluminum bulb connection to bath cock and adjust- 
able cast fanges. 
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An Inexpensive 
Necessity 
HUDSON — 
Portable Showers : 


There is always a profitable market for .-| 
good portable showers. In the smaller 
homes they are a positive necessity and =| 
even where a permanent shower is installed «| 
there is still room for a handy HUDSON | 
Portable. You will find these showers to 
be leaders in their line—well made, easily 
installed and unusually durable. Write for 
Catalog No. 21 showing the complete line. 
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Then Order From Your Jobber 


Hudson Brass Works, Inc. 


16-20 Nassau 
Street 


Brooklyn, 
New York 
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FLORIDA 


Top picture: Thomas Paul and J. R, Blais, both of Palmetto.— 
Rottom row: John Malone of Miami; E. Boismier of Tampa; 
J. H. Weidmuller of Fort Lauderdale 


truly a constructive one. The report discussed the inves- 
tigation of the permanent office plan with the recommen- 
dations of the special committee of three which had been 
appointed to study this matter, and stated that the Board 
of Directors did not concur in the establishment of a per- 
manent, central office for the association. 

In addition, the Board had listened to the reports of the 
various committee chairmen and passed on them for pre- 
sentation at the convention and had transacted association 
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business of various kinds, all of which was mentioned in 
this report of Mr. Wilson. 

The directors recommended that Charles J. Herbert, 
Chicago, a former treasurer of the National Association of 
Master Plumbers, be made an honorary member, a rec- 
ommendation which was concurred in by the convention, 

It was, also, the Board of Directors’ recommendation 
that the association contribute $3,000 for the scholarship 
fund. 

THE SECRETARY'S REPORT 
ILBUR R. DOSHER, national secretary, submitted 
Wi iss report on the accounts of the association. He 
thanked the various state secretaries for their support dur- 
ing the year, calling it perfect. He said that the mem- 
bership of the association was 11,152. 


PATRIOTIC ADDRESS 

N THE midst of the business deliberations, Judge James 
I P. Gregory, Louisville, said, in an eloquent address, 
that it is always well to pause and pay tribute to the gov- 
ernment and the principles for which it stands. In an 
inspiring patriotic speech the judge told of how the 
plumber has robbed war of its greatest terror—disease. 
He said that mobilization of industrial forces was one of 
the needs in time of war and, in this important phase of 
preparation, the plumber was foremost in the country’s 
confidence. 

ESSAYS 

EVERAL worth while essays were read by Alex Auchin- 
S achie, the convention’s reading clerk, while the dele- 
gates were waiting for the various committees to finish 
their work. 

One was submitted by W. E. Stradling, Utica, N. Y., 
entitled “A Couple of Stray Thoughts on Better Re- 
lations with the Public.” Saying that the more the plumb- 








Let a “Chicago Flush-Kleen’’ 
Do That Disagreeable Task 














Patented and Patents Pending 


Quality Centrifugal Pumps for Every Purpose 


SEWAGE CIRCULATING CONDENSATION 
BILGE FIRE HOUSE VACUUM 





Many years of thought and research have been spent by 
‘‘Chicago’’ Experimental Engineers to determine means of 
eliminating the manual cleaning of the sewage ejector 
strainer basket. During this time numerous schemes 
were tried and found wanting in the tests. 


Finally, a plan based upon the “‘flow-reversal”’ principle 
was tried. The idea of cleaning out a filter or screen by 
reversing the flow of water is by no means new. But, the 
adapting of this scheme to sewage ejectors was never 
tried before. 


The distasteful task of cleaning a strainer basket is no 
longer necessary. The ‘‘Chicago’’ latest development 
illustrated at the left—the ‘‘Flush-Kleen’’ Dry Basin 
Sewage Ejector, does away completely with the old fash- 
ioned strainer basket. 


Ask for Bulletin 126 — Gladly furnished upon request. 


2322 Wolfram St. Chicago, III. 
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‘Quality isd 


It depends 


BATH every day — all the comfort 
and health that the turn of a faucet 
brings to our modern civilization, depend 
largely upon cast-iron pipe fittings. Start- 
ing with water at its source, on through to 
thereservoir, the pumping station, through 
the net work of pipes underground, in the 
cellar, through walls and under floors— 
the water pipe line is no more dependable 
than the iron fittings which connect the 
pipe and direct its course. 
It is Stockham’s pride to safeguard en- 
tire plumbing and heating systems by fur- 
nishing dependablecastiron and malleable 


Write for our 
complete catalog 


STOCKHAM 
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emonstrated by their performance” 


upon cast-iron fittings 


fittings. From the metallurgist in charge 
of our laboratory, on through every phase 
of their manufacture, there is only one 
Standard for Stockham, the highest qual- 
ity—in finish, in alignment, in chamfered 
faces, in threads, flanges and every other 
detail of anything that bears the name 
“Stockham.”’ 


And Stockham Fittings are made avail- 
able to you in the most efficient way. 
Buy them from your jobber the man 
who best knows your needs, doesn’t over- 
stock you, always has ample supply and 
always is your friend in time of trouble. 


Buy from 
YOUR JOBBER 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


BROOKLYN, N. Y. CHICAGO, ILL. 


Los ANGELES, CAL. 


SAN FRANCISCO, CAL. 
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—and they ll do the 


same for you 


V THEN the Com- 

pany organized—more 
than sixty-two years ago—a high 
standard was definitely decided 
upon for every product made. 







This policy has been maintained, 
and is realized in the quality of 
our Fittings. Fittings are 
built to last indefinitely. Their 
better appearance is obvious to 
all; their mechanical merit can 
best be appreciated by the engineer 
or the actual user who specifies 
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MORE THAN 62 YEARS 


















MALLEABLE IRON FITTINGS CO. 


BRANFORD, CONNECTICUT 
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ers educate themselves to selling, the more goods they 
will sell, he brought out the two thoughts he wished to 
einphasize—namely, that all plumbers should use window 
displays and, instead of itemizing their bills, should lump 
their charge under the one listing, “Plumbing Service.” 

Another essay, on “Progress,’’ was submitted by C. D. 
Brownell, Champaign, Ill. In this essay, Mr. Brownell 
confined his remarks to the progress which intelligent re- 
search activities would bring about. He said that ex- 
perience is the best teacher, but he referred, in that state- 
ment, to the experience which comes from investigation and 
research. He told of the research work being started at 
the University of Illinois and said that ideas were being 
sought by the University to determine along what lines 
it will be best to conduct investigations. Any one who 
wants questions answered should send them to this re- 
search bureau, said Mr. Brownell. He pointed out that 
rapidly changing conditions have brought many problems, 
and the plumber should be awake to such changes and 
anticipate them as far as possible. 

Charles J. Samuels, Montclair, N. J., submitted a paper 
which he called ‘‘Helpful Hints for the Master Plumber.” 
In this essay, he touched upon a number of ideas which 
pertain to the plumbing industry. He advised the estab- 
lishment of a line of credit with the bank, and described 
the process of securing a loan—an easy process, he pointed 
out, if the plumber deserves it. He, also, brought out that 
by borrowing money to discount bills, the plumber earns 
money—the interest he earns by the discount rate being 
greater than the interest he pays for the loan. 

He went on with the suggestion that plumbers give the 
installment method of selling serious consideration. He 
expressed his belief that there should be a paid secretary 
for every association. He felt that the ‘“‘Ask 'Em to Buy” 
campaign was a great business developer and said that 
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CAMDEN, N. J. 
ALSO MAKERS OF THE SILENT 





MARYLAND—DISTRICT OF 


COLUMBIA 

Top picture, left to right: Mrs. and Mr. J. M. Hall, Jr.; W. L. 

Gary, and J. M. Hall, Sr., all of Washington, D. C.—Bottom 

picture: 8S. E. Houcke, J. J. Carey and , 
Baltimore 


Bunnecke, all of 


if the plumber would ask, he 
chaser’s dollar which is now going to other merchants. 

He mentioned the ‘Wholesaler 
that he believed the plumbers were losing ground in the 
He believed the solution to be 


would get much of the pur 


Resolution”’ and said 
present course of things. 
proper co-operation between manufacturer, wholesaler and 


trade locally. 


CONVENTION ONE OF LARGEST 
This was one of the largest conventions in the history 
of the National Association of Master Plumbers. With 
the six hundred and forty-six delegates, an early count, 


including ladies, guests and representatives of the manu 





It comes to you - 
packed alli 
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This is the Barber-Greene 
that cut 41 services each 18- 
in. wide,7-ft. deep and 15-ft. 
long in 6 Ars. and 10 min. + 
It has s0 much digging f a, 
guts wrapped up into its ¢ 
compact ,vertic al boom con- yt 

struction,that it can handle 
short run and occasional 
digging speedily andata 
decided profit. Look into it 
today by sending for **Cut- 

ting Mains and Services.”" 


Plumbers Can Find Dollars 


The Barber-Greene changes the service ditch from 
a source of grief to a source of profit. On this job a 
Barber-Greene cut 41 services—-each 18'' wide, 7' 
deep and 15' long—in 6 hours and 10 minutes. One 
pipe was jumped in each lateral, so the B-G Boom 
entered the ground 82 times. 


There are profits on such digging. Compare the 6 
hours and 10 minutes on this job with the days 
that would have been required by hand labor. 
Four years of hard digging experience show why 
the Barber-Greene earns profits on this class of 
digging. 
The Barber-Greene incorporates in its construc- 
tion the first radical advancements in ditcher 
design in twenty years, the vertical boom and the 
overload release sprocket. 
The Barber-Greene Vertical Boom digs 
straight down. It starts the service 


BARBER-GREENE COMPANY, 408 W. Park Ave., Aurora, III. 


or &’ Representatives in 50 Cities 


RBER GREE 
? . UITCHER ...’ 








BOOM 


Only the Barber-Greene 
has the vertical boom 
that provides the machine 
tool milling’ action dig- 
ang 


work. 


Cutting Mains and Services will show 
you what the Barber-Greene is doing 
on jobs all over the country, and will 3 matic release sprocket 
give you an idea of how cheaply the 
Barber-Greene can dig on your own 
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flush with the property line — and finishes it 
flush with the main. 


It walks right up to a curb or walk—jumps it— 
and starts straight down on the other side. But a 
few shovelfuls of dirt are left for hand labor. 

In addition, the Barber-Greene ‘‘milling action’”’ 
digging, plus the automatic overload release, 
carry the Barber-Greene through 5-inch asphalt 
pavement, coral rock, frozen ground, and similar 
tough digging. 

A relatively low initial and operating cost make 
the Barber-Greene profitable on short run and 
occasional work. And the compact construction 
provided by the vertical boom makes it easy to 
move from job to job and to handle. If you’re pay- 
ing hand labor prices for services—or if you’re in- 
terested in branching into a newer, 

more profitable field, look into this 
Barber-Greene. 







SPR 


Only the Barber-Greene 
has the patented auto- 


that protects boththeBar- 
ber-Greene and what it 
encounters underground 


Send fora copy today. 


3, 
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facturing and supply companies, placed the total attend- 
ance at one thousand nine hundred and seventy-seven and 
there is little doubt that there were well over two thou- 
sand before the convention came to a close 

The Louisville Master Plumbers’ Association spared no 
effort to justify its reputation as a popular host. Business 
sessions were very well attended and, after hours, the 
entertainment provided by the local plumbers suited all. 
Manufacturers than 
exhibit of their products on the lower floor of Kosair 


more seventy—-had prepared an 


Temple, the convention's meeting place, which deserved 





MISSOURI 
Top picture, left to right: J. H. Knoll, BE. J. 
Clucas and F. J. Murphy, all of St. Louis.—Second row: Wil- 
liam Daly, Jr., and William Daly, Sr., president of the Mis- 
sourl State association, both of Kirkwood; Carl Smith of 
Kansas City; J. T. Sheehan of St. Louis.—Third row: Mrs. and 
Mr. H. Fienup of St. Louis; C. D. Dunlap and H,. J. Schuerer, 


Hanley, W. L. 


both of Springfleld.—-Bottom picture: E. 
J. J. MeCue and J. F. Corrigan, all of St, Louis 


lL. Penfrase, Kk. Quinn, 


and received the attention and interest of all visiting 
plumbers and the general public. The ladies were out in 
force, gracing all the social affairs and doing constructive 
work for the advancement of the industry themselves in 
their own meetings. 


Convention and exposition arrangements had been made 
under the supervision of the National Association of Mas- 
ter Plumbers. 
general convention committee, ably assisted by William 
J. Lang, Chicago, one of the national directors. 


President Longley was chairman of the 


Jacob 
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Isaacs was chairman of the Louisville general conven- | 


tion and program committee and was aided on this com- 
mittee by George W. Schardein and John H. Fleck. F. 
H. Seott was chairman of the registration committee; 
George W. Schardein was chairman of the hotel com- 
mittee; Fred Miller was chairman of the reception com- 
mittee; Allen Ramsay was chairman of the automobile 
committee; William J, Lang was chairman of the exhibit 
committee; George W. Schardein was chairman of the 


program committee; and John H. Fleck was chairman of 














STRINGER 


HUB DRAINAGE FITTINGS 


Reduce Roughing-In Costs and Make 


Easier and 


Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or ‘‘R”’ and 
“L” nipples, and therefore SAVE YOU TIME and 


MONEY. 


Simply drop 


into sleeved 


screw into top fitt 
and the 


ing, calk 
job is done 


Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe 


pipe 
hub, 





Manufacturers of a complete line of fittings for either 


CAST 


IRON or SCREWED PIPE installations 
We have fittings for any type operation 


whether a sky- 


scraper, hotel, apartment building or small cottage or 


bungalow. 


Write today for catalog of modern and economical 
plumbing roughing-in systems. 


STRINGER BROS. CO., 


1100 


Warehouses: Chicago, Ill., Gadsden, Ala. 


Inc. 
CHICAGO, ILL 


Factories: Gadsden, Ala 


W. 38TH ST. 

















A Builder of 





Fig. 106-—-Scre 
Jenkins Standard 
Bronze Globe 


aloe 






Good-Will 


An installation of Jenkins Valves 
is a builder of good-will for the 
plumbing and heating contractor. 
It is a guarantee of the kind of valve 
service that keeps the owner sold 
on the firm that has done the work. 
Jenkins Valves resist the pipe strains 
so common to plumbing and heating 
service. They are made with the re 
serve strength to meet such stresses. 
There are genuine Jenkins for prac 
tically every valve requirement. 
Make sure your men see the Jenkins 
“Diamond”’ mark. 


JENKINS BROS. 


80 White Street. . New York, N. Y- 
524 Atlantic Avenue ; Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, Ill 


JENKINS BROS., LIMITED 


Montreal, Canada London, England 


Always marked with the” Diamond” 
o 


nkins Valves 


SINCE 1664 
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TACO Indirect 
Water Heater 
for use with 


Steam Heati 
Boilers. — 
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A Fast Serve Doesn’t Always Wina Match 





People likened him to Big Bill 
Tilden when his racket zipped 
through the air and his serve 


screamed over the net. It traveled 
so fast and broke so accurately that 
he won many points on service. 


But on defence he was helpless 
against certain shots and was so 
often caught flat footed that he sel- 
dom secured the points necessary 
to win sets and matches. So he 
was a star only when conditions 
were with him. 

So it is with this industry of ours 

A heater must work well with a 


low storage tank, with one that is 
too small, or with one that is 
vertical. It should do equal!y well 
with an oil burner, a coai fired 
boiler, or when a blower is used 
with buckwheat coal. All of these 
conditions present their individual 
problems, which when met success- 


fully, mean new customers and 
satisfied old ones. 


Taco Semi-Indirect for use with 
steam heating boilers for heating 
domestic hot water can be depended 
upon to meet the above conditions 
satisfactorily. 


THERMAL APPLIANCE CO.., Inc. 
342 Madison Ave., N. Y. 


Do you sell oil burners? If so, write for infor- 
mation concerning the Taco Semi-Indirect, es- 
pecially recommended for use with oil burners. 


U niversal 
TA ot 
Water 
tor for use with 
Hot Water 
Boilers. 
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the advertising committee. The Standard Sanitary Man- 
ufacturing Company was particularly helpful in its sup- 
port of the local plumbers’ efforts to prepare a good time 
for the visitors. 


CONVENTION OPENS 
N THE first morning, the convention hali showed a 
O wealth of color, with the waving flags of the dele- 
gates and ladies. A holiday spirit seemed to pervade the 
whole gathering. Most of the attendants had just pa- 
raded to the hall from the Brown Hotel, which was con- 
vention headquarters, led by the band of the Standard 
Sanitary Manufacturing Co. The hall had been marked 
off into states, so that each delegation knew where to 
go. Just as most of them were seated, the St. Louis dele- 
gation paraded in—some 200 strong—behind its own 
band, and marched around the hall several times to the 
cheers of the crowd. 
Finally order was called and Judge Gregory of Louis- 
ville presented President Henry E. Longley with a gavel 
cut from the wood of the Kentucky homestead of Abraham 




















OHIO 
Top row, left to right: S. L. Shelton, president, Mahoning 
Valley Association; Mra. C. W. Wilson, president, Ohio 
Auxiliary; Mrs. 8. L. Shelton, and C. W. Wilson, all of Youngs- 
town.—Second row: G. J. Wehrle of Cleveland; Miss Ruth 
Boyer and her mother, Mrs. C. E. Boyer of Cincinnati—Third 
row; Mr. and Mrs. Charles Woelfel and Mrs. and Mr. John 
Doherty, all of Cincinnati.—Bottom row: M. R. Manley and 
H. J. McDonald, both of Cincinnnati, and J. A. Herb of 
Middletown 
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‘They Keep a-Running’’ 























Vy Horse Power Century Repulsion-start 
Induction Single-phase Motor 


Quiet Operation 


Century Repulsion-start Induction Single-phase Motors 
“Keep a-Running” quietly. This is only one out 
standing Century feature—based on 23 years of Single 
phase Motor design—and accounts for the wide use of 
type RS motors in home applications such as household 
refrigerators, oil burners and house pumps. 


1 There are practically no brush friction 

noises, because the brushes actually touch 

the commutator only during the starting 
period. 


2 After acceleration, brushes are positively 

and automatically released from the com- 

mutator, and the motor then runs as an 
induction motor. 


Armatures are given an individual running 
balance test during which vibration is 
practically eliminated. 


4. There is little or no radio “interference,” 
- gince in most classes of service the brushes 
are in contact with the commutator only 


1/900th part of the time the motor is 
operating. 


Note: The Century Wool-Yarn System of Lubrication —in 
which only continuous unbroken strands of pure wool 
yarn are used—is standard equipment on all motors one horse 
power and smaller. This system assures at least one year's 
continuous 24-hour-per-day operation without reoiling. 

Century Repulsion-start Induction Single-phase Motors are 
built in all standard sizes from \% to 40 horse power, Temper- 
ature rise not more than 40-degrees Centigrade 


There is a difference use and specify Century 
Repulsion-start Induction Single-phase Motore 


Century Electric Company 
1806 Pine Street St. Louis, Mo. 


29 Stock Points in the,United States 
and More Than 50 Outside Thereof 
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UALITY and the Attractive Appear- 
@) PV ele e-ba mau cemettt-titececteleel-mauselrem Zelets 
customer is buying, but you should 

also tell them of the features not so prominent 


MINERVA tubs are full 24% inches wide 
inside and with less slope you have a greater 
Ve eleletel ate) mier-teettel:am)or-les 


LAVATORIES with the NONPAREIL 
Over-fiow and Soap Cup means a saving in 
cost of an extra soap dish. There is ample 
room on the slab when no soap dish is there, 
it is also clean and sanitary. 


Consider these features, tell your customers 
and you will make friends that will appre- 
ciate your selling them UNITED STATES 
Enameled Ware. 


Tnite? States Sanitary My. Co 
PITTSBURGH, PENNA. 


NEW YORK CHICAGO BOSTON PHILADELPHIA 
KANSAS CITY. MO 
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CHICAGO 
‘Top picture: H. R. Engelhardt, Robert Liss and Walter Liss.— 
Middle picture: A. D. Weinberg, Ben Miller, Mrs. and Mr. E. 
O'Connor.—Bottom picture: A. E, Weinberg, and Mrs, and 
Mr. 8S. Erman 


Lincoln. This gift was in the name of the Louisville asso- 
ciation. President Longley then asked National Secre- 
tary Wilbur R. Dosher to lead the convention in the sing- 
ing of “America.” Reverend Arthur Hale Keaney, of 
Louisville, pronounced the invocation. 

George W. Schardein, president of the Louisville Master 
Plumbers’ Association, delivered a cordial address of wel 
come for the Louisville association. He gave special 
thanks to William J. Lang, national director of Chicago, 
for his splendid work in organizing the exposition, and 
also thanked the various committees, jobbing houses and 
manufacturers for their co-operation in helping the con- 
vention to be successful. A. A. Will, mayor of the City of 
Louisville, officially welcomed the delegates and guests to 
the city. 

“When I look over this splendid audience, my first 
thought is that I am proud that I began my business life as 
a master plumber,” is the way in which Theodore Ahrens, 
president of the Standard Sanitary Manufacturing Co., be- 
gan his address. He went on to tell of his experiences in 
reorganizing the Louisville local association in 1883. Mr. 
Ahrens hoped that the visit of the National Association to 
Louisville would be both pleasant and profitable to its 
members. He continued by saying, “It is still not a crime 
in the United States to make a profit,””’ and urged attend- 
ants to be sure that every job they estimated carried a fair 
profit. He concluded by telling some details of the last 
time the National Association held its convention in Louis- 
ville in 1907. 

Albert J. Wilson, San Francisco, Calif., vice president 
of the National Association, responded to the welcome. 
He said that it had taken him five days to get to the con- 
vention, but that every day of travel was worth while 
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A Return Line 
VACUUM PUMP 


without a Peer 





Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 


Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 


District Agents Everywhere 







































































Badger Expansion Joint Simplicity 
means low maintenance 


When you install Badger Expansion Joints in 
your piping system, you can forget them. And 
with Safety. 

No cutting out a 
line to pack a 


time. No danger. 


Installed as easi- 
ly as any flanged 
joint, without 
any increased 
space required. 
Write for details 
ofsizesandtypes. 


E. B. Badger & Sons Co. 


75 Pitts St., Boston, Mass. 


New York, 101 Park Ave. Toledo, Ohio, Ohio Bldg. 
Tulsa, Okla., Mid-Continent Bldg. 


Representatives in all prince ipal cities 


joint no loss of 
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“jhe Red Metal Line 


NIE 


TRADE MARK REG. U.S PAT OFF. 


Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
DISTRIBUTED THROUGH WHOLESALERS 


UNITED BRASS MFG.CO. “*3hté"? 








O-B Brass Valves 


are made in the following styles: 


Radiator Valves 
Fiexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


Plezitite Dise Gate Valves 
125 Ib. Standard, Non Rising 


Stem, No. 20 
os a Rising Stem. 
1 
100 ib. Light Standard, No. 25 
Globe, Angle and Check Valves Renewable 
Brass O-B 
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Dise 
150 Ib. Standard No. 10 
125 Ib. Standard No. 15 
100 Ib. Light Standard ; 
Competition see 
Leck and Shield No. & 
Flezitite Disc OHIO BRASS COMPANY 
Gate Vaive Mansfield, Ohio 
(een Eee 





| 200 Gal. Per Hour Pump 


5 GAL. PRESSURE TANK 


$895° List F. 0. B. Dayton, O 


Large Discount to Plumbing 
Contractors 

The Uniflow Shallow Well “FRESH 
WATER SYSTEM” equipped with 4 
H. P. Repulsion-Induction Motor is 
just the thing for small homes and 
cistern installations, Get in on this 
special offer. Dealers are ordering 
like ““Hot-Cakes.” 

Complete line of Shallow and Deep 
Well Pumps, Water Softeners and 
Septic Tanks. There is a proper size 
for wy job. 

Write for “Green Book” 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. -:- Dayton, Ohio 





WoiltO 


Bull bull Dog Lowdown 






—Dependable 
eautitul — 
rost Froo 
ow F°-riced 
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Mrs. John H. Fleck, president of the ladies auxiliary 
of the Louisville Master Plumbers’ Association, welcome:! 
the ladies of the nation to her city. Mrs. E. D. Hornbroo 
of Kansas City, Mo., president of the National Women's 
Auxiliary, responded to this welcome. She announced to 
the National association that its auxiliary was contributing 
$1,145 toward the scholarship fund. She said that the 
membership of the National auxiliary now numbere: 

351, and was constantly growing. Mrs. Hornbrook rea‘ 
the names of some of the members of the National Asso- 
ciation who had died during the last year and eulogized 
their active work in the organization. She finally donated 
a gong to the National Association on behalf of the na 
tional auxiliary. A large offering of beautiful roses wa: 
presented to President Longley from the Wilmington, 
N. C., Chamber of Commerce. 

In the closing minutes of the convention, Wilbur R. 
Dosher and E. R. Harding were appointed as a committee 
of two to purchase a $500 gift for Retiring President 
Longley. Daniel G. Finnerty and James 8S. Cassedy were 
appointed to function in the same manner for Richard 
J. Welch, retiring treasurer. 





MISSOURI 
Top picture, left to right: J. D. King, E. J. Stumpf, H. Bar- 
tosch, George Eichenlaub, D. E. Hannegan, F. W. Linek, A. J. 
Rieckus and A. Steinhoff, all of St. Louis.—Middle picture: 
H. W. Hoefener; E. H. Buchfelder; L. McNamara, past Na- 
tional president; all of St. Louis—Bottom picture: Mr. and 
Mrs. J. J. Lawler of Springfield; J. D. Manley of Springfield; 
Charlies Burgess of St. Louis 


ENTERTAINMENTS 
OCIAL features of the Louisville convention were an 
S important factor in the success of the meeting. The 
Louisville committees had done splendidly in provid 
ing entertainment. Theodore Ahrens, president of th: 
Standard Sanitary Manufacturing Co., and a former citizen 
of Louisville, was an active host to the master plumbers 
of the country and was everywhere around the convention, 
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Attractive 6-page Folder 


urch Miniature Seat 
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Sample Discs of 
Sani-White Sheathing 


A 16-page booklet 





Here are 9 salesmen— 


all ready to work for you 








No. 142 


ATLANTA 
BOSTON 
CHICAGO 
DETROIT 
INDIANAPOLIS 
JACKSONVILLE 


Church : 


sani~white 


( NE of the main reasons why Church Seat 

sales are growing rapidly every year is 
that Church retail distributors all over the 
country are working with us to increase sales. 


We are all working together to our mutual 
proht. We're running an extensive national 
advertising campaign. We're turning all 
the prospects we get from this advertising 
over to our retail distributors. We're supply- 
ing our distributors with complete sales aids 
so that they can tie up to our national adver- 
tising and profit to the fullest extent from 
it. Six of these sales aids are shown above 


We also furnish our distributors with elec- 
troty pes of complete newspaper advertise- 
ments we have had prepared especially fot 
their use. We have also hade prepared a 
series of sales letters for them. The latest 
sales aid we've prepared for our distributors 
is without doubt, the greatest sales aid ever 


C. F. CHURCH MFG. CO. 
SERVICE 
KANSAS CITY, MO. NEW ORLEANS 


LOS ANGELES NEW YORK 
MIAMI OKLAHOMA CITY 


MINNEAPOLIS PHILADELPHIA 
MONTREAL PITTSBURGH 
NEWARK 


prepared in the toilet seat field. It is a 
“Complete Reference Manual of Plans for 
Increasing Plumber’s Sales and Profits on 
Church Sani-White Seats.” 


The purpose of this Reference Manual is to 
put into the hands of our retail distributors, 
as definitely Sales Suggestion 
and Selling Helps which they can use in 
conjunction with our National Advertising 
Campaign to increase their sales and profits 
on Church Sani-White Toilet Seats in 1926 
That's the wav we are working 
retail distributors They are 
by using these sales aids 

making larger sales. ; 

If you'd like to share in Church Seat profits, 
if you'd like to put these 9 salesmen to work 
for you, send the coupon below for informa- 
become a Church 


as possible 5 


with our 
coope rating 


And we're all 


tion on how vou can 
retail distributor 


Dept. S-7 Holyoke, Mass. 


ST. LOUIS 
SEATTLE 
STAMFORD, CT. 
TAMPA 
VANCOUVER, B. C, 





Cc, F. CHURCH 
*lease send me 
how I can become a 


CHS | 


LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT My Jobber 





“Complete Reference 


MFG. CO., Dept. S7, Holyoke, Mass 
Manual” and full information on 


retail distributor of Church Seats 
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Bigg? Va jue 


New MODEL 7 7 


Thermostat 
With 8-Day Clock:----7 Jewels 


Remarkably Low Priced! 
Write for Catalog. 


INNEAPOLIS 
Heat REGULATOR Co. 
2801 Fourth Ave., So., Minneapolis, Minn. 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 

















SQUARE |] GEE 


iron £ Malleable tron FITTINGS 















We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, O. 


MYERS WATER SYSTEMS 


For Homes, Farms, Public 
or Private Institutions. 





Small capacity, hand operated systems for shallow or 
deep wells and cisterns, medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
guarantee dependability and satisfactory service. 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today 


The 
F. E. MYERS 
& BRO. CO. 
Ashland, Ohio 


Pumps, Hay Tools and Door Hangers 
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| trying his utmost to make himself of service to the vis- 
itors. 


Among other things, Mr. Ahrens provided his company's 
band at every function of the convention. This band, com- 
posed of employes of the Louisville plant, was always 
ready and eager to supply martial, popular or dignified 
music for every occasion. 

The first entertainment feature of the convention was a 
reception and dance held in the ballroom of the Brown 
Hotel on Monday evening, June 21. The next evening, 
everyone was at the Kosair Temple, where a band concert 
was held in the exhibit hall. At this time, the exhibitors 
and the master plumbers were able to meet one another 
and get better acquainted. Between band numbers, sevy- 
eral singers entertained. When the concert was over, a 
dance orchestra had established itself in the lounge of the 
temple, and continued to provide dance rhythms until mid- 
night. 


The boat ride which took place Wednesday evening 
was one of the big features of the entertainment program. 
Mr. Ahrens was the host of this party. To many of the 
delegates and guests, this was the first opportunity to ride 
on a real river boat. When the steamer America left her 
moorings at the foot of Fourth street, and nosed out into 
the river, she carried one of the largest crowds which tlie 
ship had ever held. With the Standard band on the top 
deck playing southern melodies, the large boat cruised on 
the river between the Kentucky and Indiana shores. Pa- 
per caps, canes and crackers were distributed at the gang- 
plank, and the boat resounded with the noisy fun. A de- 
lightful supper was provided. 


STAG PARTY THURSDAY EVENING 
HE Standard Sanitary Manufacturing Co. entertained 
‘ae convention at Fontaine Ferry Park the following 
evening. Tickets were provided for all of the attractions 
and the guests of the company took full advantage of the 


park’s pleasure features. 








Later, the men of the party went to the temple, where 

a stag party was ready to begin. Otto A. Schaffer of the 

Republic Brass Mfg. Co. represented the exhibitors in ex- 

pressing their appreciation of the co-operation and help 

given them by the association and its officers. He espe- 
cially thanked William J. Lang of Chicago and the ex- 
hibit committee of which he was chairman, This com- 
mittee was composed of George W. Schardein, president 
of the Louisville association, Jacob Isaacs, John H. Fleck, 

all of Louisville, assisted by Ira Morris of Newark, N. J. 
After several prizes had been awarded to competing 
| master plumbers, a number of interesting three and four- 

round boxing matches were held. The meeting concluded 
by having a free-for-all fight between colored boxers, a 
| very funny exhibition. 
| Friday, June 25, the master plumbers, their wives and 
the visitors to the convention were guests of Theodore 
} Ahrens at the Louisville plant of the Standard Sanitary 
Manufacturing Co. On arriving at the plant, the party 
was divided up into groups of thirty to facilitate handling. 
Each group was under the guidance of a competent guide, 
| and set out to learn some of the intricacies and processes 
of the manufacture of brass and enameled iron plumbing 
| goods. 

Outside of each building of the plant a tent was set up, 
and refreshments provided for the guests as they passed 
from building to building. At noon a delightful luncheon 
| was served and a handsome souvenir given to all presen! 
| This souvenir was a bronze statue of the symbolic plumber, 
| and stood on a bronze base on which the inscription ‘‘The 
Plumber Protects the Health of the Nation,” was written. 





} 
| 
} 
| 
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Past Presidents at Louisville 


(Continued from Page 58) 


greater as the years went on. David H. Roberts of Cleve- 
land, Ohio, also talked on the National Association and 
said that it was the largest trade Association in the world. 

L. D. McNamara of St. Louis, Mo., urged the members 
to remember always that the business sessions of the con- 
vention were the most important part of the whole affair 
and should not be neglected. Frank B. Lasette of New 
York said that the methods used by the National Associ- 
ation in transacting its business were not as efficient as 
they should be, and recommended that they be changed 
at the convention. D. F. Durkin of Philadelphia sent in 
his regrets at not being able to be in Louisville for the 
convention. 

John S. Irvine of Detroit, Samuel F. Wilson of Newark, 
N. J., and John J. Vogelpohl of Cincinnati, Ohio, each had 

few words to say to the convention. 

That evening the club was the guest of Theodore 
Ahrens, president of the Standard Sanitary Manufacturing 
Co., at a dinner at the Brown Hotel. Other guests were 
the officers and directors of the National Association. The 
banquet hall was elaborately decorated with flowers, and 


during the dinner a string quartet furnished music. 


Gerald Griffin also sang several selections for the enter- 
tainment of the guests. 

Alfred C. Eynon, secretary of the Past President's Club 
presented Mr. Ahrens with a memento of the occasion 
“Greetings and well wishes from 


which read as follows: 


ENGINEERING 145 


the Past President's Club, and charter and honorary mem- 
bers of the National Association of Master Plumbers of 
the United States to the Honorable Theodore Ahrens, 
pioneer manufacturer and philanthropist of the plumbing 
industry.” 

A large basket of beautiful roses was given to Mr. 
Ahrens by President Longley in behalf of the Past Pres- 
ident’s Club, and National Directors William J. Lang and 
Jere Sheehan, Jr., gave congratulatory talks. Everyone 
attending the dinner was presented with a souvenir de 
picting the plumber as the protector of the health of the 
nation. 


President Longley’s Report 


(Continued from Page 126) 


This plan of having a National Director closely in touch 
with all of the State Associations in his district has re 
sulted in bringing the National Association in closer con 
tact with its members and their problems, and I trust that 
this helpful policy will be continued. 

Chairmen of all standing committees were retained with 
the exception of the Conference Committee, but due to ill 
health of Past National President Walter D. Nolan, of 
Washington, D. C., Wm. T. J. Orriss, of Union City, N. J., 
was appointed to serve in this capacity 

Proceedings and Directory 

While I had occasion to realize in the past that there 
might have been some little difficulty in the preparation 
of the National Directory I was amazed at the utter dis 




















Farley, 


lop pleture, left to right: Mrs. and Mr. L. T. Delavigne of Ire‘and & Matthews Co., Detroit, Mich—Middle row: J, U. 
\. Barr and F. Lorets, all of American Radiator Co., Buffalo, N. Y.; Harry Harte of Speakman Co., Pittsburgh; J, A. Farley 
of Crane Co., Chicago, and Jack Moore of Trenton Potteries Co., Trenton, N. J—Bottom row: R. W. Sheplee of Q-S Sanitary 


Manufacturing Co., Waterloo, Ia.; H. P. Martin and “Sy” Martin, both of H. P. Martin & Sons Co., Owensboro, Ky.; E. B 
Preston of Ridge Tool Co., Elyria, Ohio, and Ira Baker of Clev eland Gas 


of Thos. Maddock’s Sons Co., Trenton, N. J.; E. E. 


- Lane 


Burner & Appliance Co., Cleveland, Ohio 
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Bienen rea Lavigne 
Radiator Valves are the 
result of years of experience 
gained through intense 
application to valve design 
and manufacture by an 
organization specializing in 
radiator valves. 
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- | Every valve is sold on its 
merits. 

In these valves correct engi- 
neering principles have been 
combined with careful manu- 
facturing to produce radiator 
valves which will give maxi- 
mum satisfaction in service. 
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regard and lack of consideration from some of the state 
secretaries in the matter of furnishing correct lists of 
membership. I can not see any reason for this. 

All speeches made by members of our Association an 
others at the Portland Convention were first submitted to 
them for their approval before turning them over to th: 
printer for insertion in the Proceedings. 

There was some little delay in getting out the Proceed 
ings and the Directory due to the effort on our part to 


| try and secure a correct list from the various state secre 


| taries, but I would not recommend the publishing of more 


than one Directory for a year as it would take the entire 
time of one clerk in the National Office working with the 
State Secretaries, if we ever attempted to publish two 
National Directories yearly. 

We were deeply grieved to learn of the deaths of Past 
National Secretary Samuel Artz, of Washington, D. C 
during the month of January such information being 
transmitted to us by the late Walter D. Nolan, whom we 


| immediately instructed to procure a suitable floral tribute 
for the funeral from the National Association, and also to 


express to the bereaved family the sympathy of the Asso 


| ciation at large. 


—_—... ———— 


During the following month, February, we were advised 
by Robert J. Barrett, president, of the District of Columbia 
Master Plumbers’ Association, of the sudden death of our 
Past National President Walter D. Nolan. We also in turn 
instructed Mr. Barrett to personally express to the be- 
reaved family of Mr. Nolan the sincere sympathy of the 
members of the National Association, as well as requesting 
that he procure a suitable floral tribute for this funeral. 
Disposition of Resolutions and Matters Referred Over 

From Previous Conventions 

The Hoover Resolution was presented to the Honorable 
Herbert Hoover, Secretary of Commerce, by Past National 
President Samuel F. Wilson, of Newark, N. J., and Chair- 
man John A. Quinn, of the Apprenticeship Committee of 
the N. A. M. P., of Philadelphia, representing the Na- 
tional Association of Master Plumbers, and the following 
is a letter of appreciation that was addressed to Past Na- 
tional President John J. Vogelpohl, as this resolution was 
drafted and printed during his Administration. 

“THE SECRETARY OF COMMERCE 
WASHINGTON 
April 20, 1926. 

John J. Vogelpohl, President, 

National Association of Master Plumbers, 

Cincinnati, Ohio. 

My dear Mr. Vogelpohl:-—I do not know when I have 

been so pleased as I was on being presented with the 

Resolutions of your Association by Messrs. Quinn and 

Wilson. It is not often that public officials receive 

so kindly a remembrance for their efforts. 

I need not assure you of the fine cooperation be- 
tween this Department and your Association in fur- 
therance of public interest in relation to the business 
with which you are so much concerned. 

I hope you will express to the members of your 
Association my sincere gratitude for their kind and 
thoughtful action. 

Yours faithfully, 
(Signed) Herbert Hoover.’”’ 


Local Associations throughout the United States are 


| more interested in Comfort Stations than they have ever 


been heretofore, and there are more comfort stations be 


| ing built as public comfort stations in cities and towns 


and the Plumber has awakened to the fact that the aver 
age filling station is a live prospect to sell plumbing goods 
o, from the standpoint of a comfort station. 
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There has been more activity in the Apprenticeship 
training course than has ever been shown in the past and 
I recommend that a conference committee of representa- 
tive employers and employes be formed in every state 
where we have a state association to meet with school | 
authorities to work out a state-wide agreement on appren- 
ticeship training. | 
The majority of the manufacturers of pottery wares are | 
marking “B”’ grade material and this is in a 
National Association, 


now sense 
following out the work of the 
have been told by some of the pottery manufacturers that 
it will be only a question of a short time before all of the | 
manufacturers will adopt the method of marking “B” | 
that some of the 


and I 


grade material manufacturers have | 
already adopted. 

Frederick E. Fladd, of the National 
tional Committee, will again submit a Code of Ethics for 
your consideration and it is my earnest hope that this con- 


vention will see fit to adopt same. 


chairman Educa- 


The labor replacement charge. I have talked with a 
number of leading manufacturers and large and small 
operators in our Industry, and in my opinion the mem- 


bers of the National Association should give this question 
more thought for if the manufacturers should guarantee 
the labor replacement charge it would place the unethical 
plumber on the same basis as the ethical plumber from 
the standpoint of the manufacturers’ guarantee to replace 
defective material, and I have been told by different 
Plumbing Contractors that they have experienced 
difficulty in getting the labor replacement charge on 
any damaged or defective material when their charge was 
just and legitimate. 

I am pleased to advise that the $3,000 appropriation 
for the Scholarship Fund was sent to Frank J. Fee, chair- 
man of the Scholarship Committee, in due time, and that 
the $1,000 donated by the Ladies’ Auxiliary of the N. A. 
M. P., through its president, Mrs. E. D. Hornbrook, that 
was so freely given at Portland to be designated as the 
: for- 


any 
never 
any 


“Jeremiah Sheehan Memorial Scholarship’? was also 
warded to Mr. Fee. 


One of the most worthy things that happened this year 


was the establishment of the Theo. Ahrens Professorship 
in Plumbing, Heating and Ventilating, at Carnegie In- 
stitute of Technology, Pittsburgh, Pa. This chair was 


honor of Mr. Theo. Ahrens, president of the 
Manufacturing Co., and has as its ob- 
education in Plumbing, 


named in 
Standard Sanitary 
jective the promotion of scientific 
Heating and Ventilating. 

The entire 
generous gift, 
tion of Master Plumbers should appreciate it more than 
any other branch of the industry as it clearly and dis- 
tinctly shows us that our National Scholarship for the sons 


plumbing industry should appreciate this 


but the members of the National Associa- 





of master plumbers has been recognized and appreciated 
by one who has spent the greater part of his life helping 
to develop this industry. 

The National Association should also appreciate the 


other generous gift of $20,000 so freely given to help fur- 


ther the Scholarship Plan. 

The President appointed National Director Wm. J. 
Lang, of Chicago, Ill., Past National President and Na- 
tional Director John J. Vogelpohl,. of Cincinnati, Ohio, 


and National Director Jere Sheehan, Jr., of St. Louis, Mo., 
to investigate all organizations that have a permanent of- 
and if possible, the 
cost of operation of a permanent office and whether or not, 
the establishment of the permanent office with a 
permanent secretary, their association or organization has 
made any progress and to what extent. 


fice with a paid secretary ascertain, 


Since 
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“BUILT-WELL” 
means “Well Built” 





specially selected woods, double-dowel V-Lock 
construction. Heavy brass fittings. Built to 
wear. Write for our complete catalog. 
Chicago, Ill 


BUILT-WELL MFG. CO., 1458 W. Kinzie St., 
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V-Lock Joint 





Patented 
Sectional view of 
joint turned up 
side down to 
show how dowels 
are inserted from 
bottom. M o1% 
ture only makes 
them tighter. 
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More 
Hot Water 


with less fuel ‘and attention. It’s a 
proven boiler “that has won an en- 
viable reputation by performance. 


A WILKS BOILER 


with little attention or fuel, either hard or soft, is wi 
f hot water for RESI 





pated for 
furnishing a constant TBS, o NCES, 
APARTMENT oe poses 5 HOSPITALS, BARBER 
SHOPS, SCHOOLS. and is the most economical meer for 
RESIDENCES, GREEN HOUSES, ™GARAGES, BR ER 


HOUSES and x smaller ings. Capacities from 40 “y L 400 
gallons per hour and for heating from 200 to 1,200 square feet. 


S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 
3521 Shields Ave. Chicago, Illinois 


H. W. Sedgwick H. M, Sedgwick 
President. ” made my 
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At the meeting of the National Board of Directors in 
Louisville, Ky., November 13 and 14, 1925, the Special 
Committee made its report, and Albert J. Wilson, vice- 
president, will cover this in the report of the activities of 
the Board of Directors. 

I attended the fall meeting of the Eastern Supply Asso- 
ciation held in New York City and made every effort to 
present the ‘““Making a Wholesaler a Wholesaler” Resolu- 
tion, but was advised by their Board of Directors that in 
their opinion I should not present this resolution on the 
floor of their meeting 

I also had the pleasure of attending the Central Supply 
Association meeting held in the City of Chicago, where the 
same resolution was presented and read on the floor of 
their convention and this resolution was referred to their 
Board of Directors for their consideration. 

I also attended the Advertising and Sales Managers Con 
ference at Evansville, on November 10, 11 and 12, 1925, 
and I heartily approve of this kind of meeting, but recom- 
mend that the next meeting be held in the City of Chicago 
to encourage a better attendance. 

On January 11, 12 and 13, 1926, I attended the 
Secretaries’ Conference at Evansville, at which there was 
from the different sections of the 
I would also recommend that this be given more 
and that all the states 
should send their presidents and secretaries. Also, all 
states should be encouraged, as far as the National consist 
In this way 
they can devote their entire time to association activities 
and encourage more Association A regularly 
elected president and secretary from our rank and file can 
not afford to give much time from their business but, 
their practical knowledge of our business and its problems 


a good representation 
country 
attention by 


state associations 


ently can do so, to have paid field secretaries. 


members. 


Any color of tile can be matched with 
a SNO-WITE Bathroom Appliance. 
Special colors made up when desired. A 
GENUINE vitreous enamel, the best that 
can bemade. All SNO-WITE prod- 
ucts are guaranteed for 10 YEARS, not 
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is essential for the helpful direction of such field sec: 


taries. 


along the different lines. 

As the By-Laws call for the filing of membership li 
with the National Secretary on or before June 25th, ar 
due to the fact that very few of the states have sent 


their new lists, it is impossible at this time to give you 
complete list of the membership as of July 1, 1926. 


Th 


most correct record we can produce is from the records 


the books 
thereof 


State 


\labama 
Arizona 
Arkansas 
California 
Colorado 
Connecticut 
Delaware 
bistrict of 
lumbia 
Florida 
Georgia 
Illinois 
Indiana 
lowa 
Kansas 
Kentucky 
Louisiana 
sissippi 
Maine 
Maryland . 


Massachusetts 


Michigan 


aa 


“SNO-WITE- 


and the 


following is a 


Mem- Mem- Mem- 
bers bers bers Total 
June 30 Added Dropped 
1925 
49 - 13 36 
18 15 3 
34 25 
646 42 — 688 
R5 1 86 
183 46 - 229 
40 \ 32 
Co 
91 6 97 
33 252 285 
56 3 59 
893 a= 21 872 
168 2 210 
108 11 119 
89 42 131 
95 : 10 85 
Mis 
91 18 109 
69 _ 4 65 
252 — 23 229 
520 - 41 479 
406 - 3 403 





AmericanEnameledBathroomTrimmings 
installed in hotels, homes and hospitals 
all over the world, are giving excellent 
SNO-WITE fittings are a 
combination of beauty, sanitation and 
utility that is hard to beat. 


service. 


You Full Details 


lllinois 


Gain 


Products Company 


In my opinion the states that have field secre 
taries have made progress from the standpoint of As: 
ciation membership and the education of their memp« 
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Mem- Mem- Mem- , 
bers bers bers Total Gain Loss 
State June 30 Added Dropped 
1925 
Minnesota . 130 91 _ 221 91 — | 
Missouri... - 364 - 11 353 — 11 
Montana . , 50 oo 11 39 —- 11 
Nebraska = 37 6 —- 43 6 —- 
Nevada ....-. ee 13 — 13 _— - 13 
New Hampshire.. 1 a 1 - _- 
New Mexico 
‘arlsebad & 
Santa Fe... 2 = 1 1 _ 1 
\lbuquerque 13 13 13 — 
New Jersey.... 1032 104 a 1136 104 
Now SOW scs<scex 1582 45 —_ 1627 45 -- 
North Carolina . $1 — 47 34 47 
ORO csiavocstecs 588 = 39 606 18 out 
Oklahoma 125 5 130 5 -- 
OreBe sscaccarvis 148 $1 179 31 _ 
Pennsylvania .. 1384 33 351 33 
Rhode Island, 
Woonsocket ... 1 1 a -- 1 
Providence .... — 86 — 86 86 - 
South Dakota.... 33 1 — 34 1 -- 
Tennessee 54 2 52 -- 2 
ROGRS : a edanesiars 149 9 158 9 -- 
UtCGQR si'seaas 50% ‘ 46 10 56 10 — 
Vermont 
WimGee® cceve 1 _- 1 - 
Vit. wives : 133 4 137 4 ao 
Washington ..... 60 41 101 41 od 
West Virginia.... 68 58 126 58 — 
Wisconsin ....... 405 9 414 9 --- 
WYOMIRE acsiwns 10 | 11 l - 





WISCONSIN 
Top picture, left to right: Mrs. A. J. Mang and Mrs. E. Friend, 


both of Milwaukee.—Middle picture: H. C. Williams and B. 
Dereszynski, both of Milwaukee-—Bottom picture: L. R. 
Friend, president of Milwaukee Association, and his mother 


The members of our Board of Directors have been ever 
Willing to assist me in every undertaking and have given 
freely of their time in promoting the interests of the Na- 
tional Association at every opportunity and at the various 
state conventions. I want to commend them at this time 
for their promptness and sincerity in all that was re- 
quested of them. 

Vice-President Albert J. Wilson attended and presided 
at the Secretaries’ Conference held in Evansville, Ind., on 
January 11, 12 and 13, 1926. He also attended the Cali- 
fornia State Convention along with other official duties. 
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profits—ours and yours. 
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imitations when you know 
what Classics will do? 
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National Secretary Wilbur R. Dosher attended the Ad 
Men’s Conference in Evansville, and the Secretaries’ Con 
ference also held in Evansville as well as the following 
state conventions: Louisiana-Mississippi, Florida and 
North Carolina 

Treasurer Richard J. Welch attended the Massachusetts 
state convention, and it is indeed a pleasure to work with 
the type of a gentleman that Mr. Welch is, and at this 
time I want to compliment and commend him for the effi 
cient manner in which he conducts his office and the 
promptness with which he submits his many reports to the 
National Office. The National Association is indeed for 
tunate in having Mr. Welch for its treasurer. 

Director Vogelpohl attended the conventions of the 
states of Ohio, West Virginia and Kentucky. 

Director Brickey attended conventions in the states of 
Colorado, Utah, and was instructed to attend the Wyoming 
State Convention, but we have no record as to the date 
that same was to have taken place. 

Director Coffey attended the conventions of the states 
of Oregon and Washington 

Director Graham attended the Secretaries’ Conference 
and the Pennsylvania State Convention 

Director Porter attended the conventions of Minnesota, 
North and South Dakota and Wisconsin At the North 
Dakota Convention the State Association signified their 
willingness to again affiliate with the National Association. 

Director Perham deserves special mention for his many 
activities throughout the year. In addition to his other 
activities it was through his efforts that Providence, R. I., 
local again affiliated with the National Association. In 
addition to the above he attended the following state con 
ventions Massachusetts, Maine and Connecticut 
Director Sheehan in his usual forceful manner outlined 
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the activities of the National Association at the follow- 
ing state conventions: Missouri, Kansas and lowa. 
Director Tweedie attended the 
state convention. 
Past President and National Director Samuel F. Wilson 


Louisiana-Mississippi 


attended the New Jersey State Convention. 

Director Yauchzi attended the New York State Con- 
vention 

National Director Lang deserves special mention for his 
activities and the able assistance he has rendered the Na 
tional Association in his untiring efforts to make the 
Louisville Convention and Exposition the most successful 
ever held in the history of the National. He also attended 
the Illinois, Michigan and Indiana state conventions. 

Your president attended the following state conventions: 
New York, Oklahoma, 
Arkansas, Texas, Georgia, Virginia, Florida, North Caro- 
lina and Tennessee, 


Louisiana-Mississippi, Alabama, 


The Louisville Local Convention Committee has given 
the Convention and Exposition Bureau real co-operation 
and support, and it is due largely to its able assistance and 
untiring efforts that we today have this complete exhibit 
and wonderful entertainment program arranged for the 
ladies, delegates and the guests at this convention. 

The mid-winter meeting of the Board of Directors was 
held November 13 and 14, 1925, in Louisville, Ky., and 
the activities of this meeting will be given in the report 
of the Directors, 

I want at this time to especially commend the able serv 
ices rendered by all of the committees of our Association. 

The Apprenticeship Committee under the chairmanship 
of John A. Quinn, has continued along with its very able 
activities, and his report to this convention I trust will 
meet with your approval, 
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Che Conference Committee under the leadership of Wm. 
T. J. Orriss, chairman, has recently held a meeting in con- 
junction with the American Gas Association and I have ar- 
ranged a conference between the National Conference 
Committee and a like committee from the National Pipe 
and Supplies Association which will be held in this city, 
June 21, 1926. Mr. Orriss’ report will no doubt prove 
interesting. 

The Educational Committee under the leadership of 
Frederick FE. Fladd, chairman, has been doing good work 
and continuing its activities has prepared a revised Code 
of Ethies for presentation to this convention which I trust 
will be adopted. 

The Scholarship Committee under the able leadership 
of Frank J. Fee, Chairman, will no doubt have the most 
interesting report of the convention make. 

The National Association was unfortunate in losing 
Thos. F. Hanley, as chairman of the National Standardiza- 
tion Committee, Mr. Hanley’s reason for resigning being 
due to ill-health. Geo. H. Drake of Buffalo, N. Y., was ap- 
pointed to succeed Mr. Hanley as chairman of the Stand- 
ardization Committee after your President had held a con- 
ference with Mr. Drake, and he will have a report to pre- 
sent to this convention. 

The Trade Extension Committee have been aiding in 
every way possible the work of the Bureau, and I heartily 
commend its members for their activities. We have had 
splendid cooperation from the Trade Extension Bureau 
during my term. They have been of great assistance in 
solving many of our problems. The Trade Extension Bu- 
reau in my opinion is the greatest asset that we have in 
our National Association. 

I think that all of our members should consider the fact 
that it is not what good or benefit the Trade Extension Bu- 
reau can be to any one individual whether he be large 
operator or small operator, but should take into consider- 
ation the good and benefit that can be derived through the 
Bureau for the industry as a whole. 

Wm. J. Woolley, whose fertile brain first conceived the 
idea of the Bureau and who directed its destinies for six 
years, resigned and a special committee composed of the 
members of the Board of Directors of the Bureau selected 
from our ranks, Wm. G. Bergner to succeed Mr. Wool- 
ley, 

I wish at this time to take this opportunity of congrat- 
ulating the Bureau upon the selection of Mr. Bergner as 
secretary-manager, and if given the proper support by 
members of the National Association he will make the 
Bureau a bigger, better far-reaching organi- 
zation. 


to 


and more 


Recommendations 

My experience in this Office during the past year has 
led me to believe that the following recommendations 
are worthy of your consideration. 

FIRST:—Regarding the Permanent Office. 
ion it is not a Permanent Office that we need. I believe 
that the affairs of the National Association should be 
under the personal direction of the President elected from 
our ranks, and that the secretary, or executive clerk, 
should be located in the same town that the President is 
located in, from year to year. The thing that we need is 
a man who will apply himself to our conditions and study 
our problems and I recommend that we employ a man as 
permanent secretary, or executive clerk, who has had legal 
training, and I do not believe that this man should neces- 
arily be a plumber, but his directing officer should always 
be a practical plumber thoroughly in touch with our needs 
and problems. 

SECOND: 


In my opin- 


I do not think this Association was founded 
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'% to 2 Inch Pipe 


Isn’t that a Good Range? 
For a Die Stock 





No. 2314 Complete—Threads |. to 2 Inch Pipe. 


A tool that will thread *¢ inch as well as 2 


inch, cannot be bought in every make ~— that 
is, in the ‘‘easy-cutting”’ kind, but the 


“BUCKEYE” Will Do It 


Another thing it will do is cut left-handed 
threads. 
NO LEADER SCREW! 


That is what explains this wide adaptability. 


The Hart Mfg. Co. 


2316 E. 20th Street Cleveland, Ohio 
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Simple, Strong and 
Time Saver 
Blake Trio Boiler Stand 


Patented 











No. J-1302 


All legs alike—no bolts or center piece. Sim- 
ply hook one leg upon the other, hammer down 
a little to make tight, and you have a strong 
reversible stand for either 30 or 40 gallon 
boiler. No adjustments to make. 

Going now in large volume. Have you or- 
dered yours? 

This idea is patented and any infringements 
will be prosecuted. 

Ask your jobber to furnish these stands. 
Catalog of our full line will be sent upon request. 


BLAKE SPECIALTY CO. 


Rock Island, Illinois 
Canadian Service—All Crane Co. Branches 
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Water Closets for every type or class of 
service 


Frost Proof Closets. Direct flush 
or after flushing. 
Write for catalog 


Philip Haas Co., Dayton, O. 
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For ANY wall—any type of radiator. 


HEALY-RUFF COMPANY 
770 Hampden Ave. - St. Paul, Minn 


“A big help to customers” 



















Armstrong Bros. 
SOLID 
PIPE DIES 


and 
STOCKS 
Improved Design—Cut Like Lathe Tools 
Backed off Chasers made of Alloy Steel 


Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S. A. 




















ESTABROOK 
Grease Traps 
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ESTABROOK Grease Traps are 











made in all standard patterns to 














take care of every kind of in- 
stallation. The model shown is 


Write equipped with an Extension 

for Top. Get details and prices re- 

Catalog garding the complete line— 
NOW. 


R. ESTABROOK’S SONS 


204 First St. South Boston, Mass. 
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with any idea or intention of ever fostering or publishing 
a trade bulletin as the dangers that would be encountered 
| by our Association if it should ever attempt to publish 
| a bulletin are too numerous to mention, and I will until 
| shown differently from anything that has been brought 
before us regarding a bulletin, always oppose it. 

THIRD:-—I think the National Association as far as 
possible should discourage all State Associations from ac- 
cepting any donations either direct or indirectly, includ- 
ing any advertising schemes such as directories, programs, 
souvenirs, pamphlets, bulletins, or any similar publication 
from any manufacturer or wholesaler to help defray the 
expense of any of their State Association meetings, or re- 
ceive any money from them except for educational pur 
poses. 

The Central Supply Association in their Code of Ethics 
adopted February, 1924, has embodied this and the East 
ern Supply Association has a similar clause in its pro 
posed Code of Ethics. How can we ever expect to get 
anywhere with the Wholesaler Resolution when we ask 
manufacturers and wholesalers to help finance our meet- 
ings. The sooner the plumber learns to have his meetings 
for Master Plumbers and Master Plumbers only and trans- 
act his business without the assistance or interference of 
others, the sooner we will educate ourselves to be better 
business men and better able to serve the public. For that 
reason I would suggest that each state charge a registra- 
tion-fee for each and every member attending the various 


state conventions to help defray the expenses of the State 
Convention. 


FOURTH:—AIn my opinion, the National Association 
should hold an exhibit of manufacturers’ products in con- 
nection with their annual convention and that the National 
Association should handle this exhibit and not the State 
or Local Association in the city or town where the con- 
vention is held and any proceeds that should be derived 
from the exhibit after paying all expenses of the exhibit 
should go to some educational or other worthy cause con- 
nected with the National Association. 


FIFTH:—The National Association in its wisdom and 
foresight saw fit to create the Scholarship Committee 
thereby establishing a way in which the sons of master 
plumbers might attend college and thereby receive a de- 
gree of Bachelor of Science in Building Construction. In 
this way we have taken care of the young man by better fit- 
ting him to conduct a plumbing business in a more busi- 
ness,like manner. It is my earnest hope that the Scholar- 
ship Committee will function as long as the National As- 
sociation exists. In my opinion at this time no more 
worthy thought could be given consideration than that of 
establishing a home for master plumbers who have grown 
old and grey in the service and who have not been suc- 
cessful in acquiring enough of this world’s goods so that 
in some cases he might be thrown on the charity of his par- 
ticular community and have to spend his declining years in 
some institution operated by his community. It is my 
earnest recommendation that this be given consideration 
and I would like to see a committee appointed to investi- 
gate this idea of a Plumbers’ Home and bring in a com- 
plete concrete plan for this home to the next convention. 
I further recommend that the proceeds of the exhibit held 
in connection with this convention be set aside as a 
nucleus for a sinking fund provided this home should ever 
become a reality, and if this plan is not practical then I 
would suggest that the proceeds from this exhibit be 
turned over to the National Scholarship Committee for 
its use. 


SIXTH:—I also recommend that the National Associa- 








tion recommend to the Directors of the Trade Extension 
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Bureau that they consider the advisability of moving the 
Bureau from Evansville, Ind., to St. Louis, Mo., or, In- 
dianapolis, Ind. Either of these cities are more easily 
accessible by rail than Evansville. The question of print- 
ing, advertising and the procuring of better trained help 
could be more easily met in either of these cities due to 
their larger population. Quarters more suitable for the 
existence and operation of the Bureau could be procured 
in either of the above named cities, and there are numer- 
ous other business reasons to favor the change in location. 

SEVENTH:—tThe By-Laws of the National Association 
of Master Plumbers are constructive and educational in 
their entirety, and furnish a proper and helpful guide to 
bring about harmony in our relationship with each other 
and with the other branches of the industry and also a 
greater capacity for service in our relationship with the 
public. I think our members should study them more 
thoroughly than they have in the past and in all of our 
conventions try to further the intent and objects of our 
National Association. If this is done, I believe that our 
organization will grow greater and stronger as the years 
go on. 

EIGHTH:—wWe are living in an age in which sanita- 
tion is beginning to be appreciated and recognized as one 
of the essentials to health and our present day civiliza- 
tion, and there is a universal need for more and better 
laws to help promote sanitation, and it is my recommenda- 
tion that the members of this National Association give 
worthy consideration to the establishment of a National 
Legislative Committee that can give help and advice to 
State and Local Legislative committees along the lines of 
how to procure more and better laws in towns, cities, 
states and our Nation, and in every way possible en- 
courage the enactment of better laws whereby the health 
and safety of our Nation can be better protected. 

There are some who might criticise my actions and the 
decisions that I have made during the past year, but I 
have put forth my best efforts trying to further the Na- 
tional Association and its policies and tried to work for 
the best interest of all of its members, as I have seen them, 
and in the years that are to come I sincerely hope that 
this Association will grow in strength and in value to its 
members, and my services are yours to command at any 
time to help further the cause. 

NINTH:—Our Conference Committee had a very satis- 
factory meeting with the representatives of their various 
Supply Associations yesterday afternoon and I feel that 
great good will come from such meetings in the advance- 
ment of the interest of the industry, and therefore recom- 
mend that the Conference Committee in the future have 
regular meetings with the Supply Associations’ represent- 
atives with the view of better co-operation and advance- 
ment of the industry as a whole. 





DATE SET FOR OUTING OF BRONX MASTER 
PLUMBERS 

The Bronx Master Plumbers’ Association has chosen 
September 8th as the date for its annual outing which is 
to be held at Whitestone, L. I., N. Y. Ladies will again 
attend this year. The Arrangements Committee has al- 
ready begun making elaborate preparations for the occa- 
sion. Sight-seeing de luxe busses will convey those attend- 
ing this year instead of the boat. 





Lee Wilcox and Frank C. Evans have opened a plumbing 
and heating establishment at 340 Broadway, Denver, Colo. 
Mr. Evans will have charge of the steam and hot water 
heating department of the business, while Mr. Wilcox will 
look after the plumbing end of the business. 
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NIEDECKEN 
SHOWER 


PATENTED 


A Permanent Fixture 








THE OLD WAY THE UNO WAY 


Mr. Plumber! 


There are thousands of homes that have a roll rim 
tub in the bathroom over which this shower could 
be installed; the cost is reasonable and it is so easily 
put in place without cutting floors or walls that it 
will appeal to the home owner; it will modernize the 
bath in the old home and give all the advantages of 
a Shower Stall. 


THE UNO NIEDECKEN SHOWER is 
operated by the Niedecken Mixer and is 
easily installed by branching into the 
bath tub supplies; it is adaptable for end 
or side installation. 


Write for Bulletin D. 10X 


MFG. Co. 





MANUFACTURE s ce, 
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HOFFMANN & BILLINGS 
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McDonnell & Miller Duplex Boiler Feeders 
installed in heatin 
of Christ. Science, Eaicago. 





plant—Fifth Church 


Better Safe 
Than Sorry! 


HE measure of a protective device is 
not its price but its dependability. 


The McDonnell & Miller Duplex Water 
Feeder maintains a normal water line with- 
out manual operation —it prevents cracked 
sections and burned boilers—it prevents 
flooded boilers and consequent loss in 
efficiency. 


But more than that—it can be depended 
upon absolutely. 


Indifferent protection is no protection, 
and its price is far beyond its original cost. 

When you buy protection for your boilers, 
buy McDonnell & Miller Duplex Water 
Feeders. We have concentrated all our 
facilities upon making them perfect. We 
can't afford to make them otherwise—you 
can't afford to have any but the best. 


Let us tell you why. Send for Bulletin D-3. 


McDonnell & Miller 


“Doing One Thing Well’’ 





General Office: Eastern Warehouse Stock 
Wrigley Bldg. Bush Terminal 
CHICAGO NEW YORK 





| Simplified practice No. 
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Standardization Committee Report 


“EORGE H. DRAKE, of 

J Buffalo, chairman of the 
Standardization Committee, 
submitted the following inter- 
esting report: 

Your Committee on Stand- 
ardization has been somewhat 
handicapped during the past 
year because of the illness and 
finally the resignation of its 
chairman, Thos. F. Hanley, of 
Chicago. Mr. Hanley has 
been a close student of stand 
ardization and conservation 
of materials and labor ever 





ameemane since our National Govern- 

George H. Drake ment inaugurated the move- 

ment during 1917 and 1918, 

and because of his interest in the subject has been a very 

efficient and willing worker, and as chairman of your 

Standardization Committee, has given of his time and 

resources without stint, and I bespeak for him your sin 

cere thanks and deep appreciation for his efforts to pro- 
mote and elevate our standing in the business world. 

It has been a pleasure to work under Mr. Hanley’s 
leadership, and while we have not always agreed with him 
in his ideas, he has always given our recommendations 
serious consideration. 

Owing to the resignation of Mr. Hanley as chairman 
so late in the year, there has not been time enough to 
gather all of the records and information together to 
make a complete report of the Committee’s work. 

There are several matters pending in the Department 
of Commerce with reference to plumbing materials to 
which the incoming administration will have to give con- 
sideration, and if necessary, in their judgment, recommend 
changes to make their use practical. 

One of the items to be taken up and on which a 
preliminary conference has been tentatively set for early 
in July, is trap screw ferrules. Your Association has been 
requested to have a representative in attendance. From 
the correspondence, which we have had, it would appear 
that the request for the standardizing of trap screw fer- 
rules has been made by the manufacturers and we be- 
lieve that it is important that our Association be repre- 
sented at this conference. The following is a quotation 
from Mr. Ely’s letter on the subject: 

“We are convinced that the experience and counsel 

of your Association is essential to the complete suc- 

cess of this plan.’”’ 

A letter was received by your National Office from the 
Department of Commerce bearing date of June 11, 1926, 
and signed by Edwin W. Ely, assistant director, National 
Metals Utilization Committee, asking that we select a 
representative to act on the standing committee for re 
survey of current practice for hot water storage tanks. 

We recommend that the chairman of the Standardiza- 
tion Committee be directed to act as requested. 

From the records we find that the following standards 
adopted by the Department of Commerce have been offi 
cially accepted by .the National Association of Master 
Plumbers: 


8—Range Boilers and expansion 


tanks. 
Simplified practice No. 21—Brass Lavatory and_ sink 
traps. 


Simplified practice No. 25—-Hot water storage tanks. 
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Also the code of minimum requirements of plumbing 
installation for small dwellings. 

It is expected that a number of other items of materials, 
having to do with the installation of plumbing, will! be 
taken up by the Board of Standards in the very near 
future, and sufficient funds should be provided by your 
Board of Directors to defray the expense of competent 
representation at these committee meetings and hearings 
to assist and advise the Department from a_ practical 
standpoint before the adoption of standards, and to pro- 
tect the interest of the members of our Association. 

Because of the importance of the question of standard- 
ization and the attention now being given to it by the 
manufacturers of plumbing materials as well as the De- 
partment of Commerce, your Committee feels that it would 
not be wise to attempt to carry out a large program of 
changes and revisions at this time but that careful watch 
be kept on these suggested standards which come from the 
Department of Commerce and that a satisfactory uni- 
form code be formulated and submitted to the Department 
of Commerce for adoption. 

The question of standardizing plumbing and piping is 
being considered by others than these interested in its 
sale and installation, and at a recent meeting of the Na- 
tional Association of Real Estate Boards, G. A. Kelly of 
Flint, Mich., chairman of their housing committee, pre- 
sented a paper on the subject that was extremely interest- 
ing and from which we quote a few paragraphs: 

“Improvement in sanitation is the field of modern 
plumbing, and safe-guarding of public health has paid 
tremendous dividends in the increased efficiency and 
longer life of our citizens. 

“Nothwithstanding the ingenuity and the art of the 
designer which have brought modern plumbing to a 
high state of perfection, there is much to be desired. 

“Why this highly developed convenience in home 
building should be singled out for censure is hard to 


explain, and would be still harder to remedy if the | 


cure had not already been found in a dozen other fields 
of industrial activity. Why not survey the situation and 
find out what is really needed, and by eliminating what 
is not necessary solve the whole problem of high costs 
in this important field? 

“Don't blame the plumber for this condition——he is 
no more to blame than the rest of us for permitting 
this confused and unstandardized condition to prevail. 
It is not tolerated in any other mass production in- 
dustry. Standardization and simplification can ac- 
complish great saving in cost of manufacture and dis- 
tribution in this field as in others, and the cost of re- 


pairs and maintenance would show even greater sav- | 


ings. There are so many important uses for money in 

the improvement of housing conditions that to tolerate 

waste is to admit ourselves lacking in intelligent self 

interests.” 

All of these things tend to show that the question of 
standardization is a live issue and a very important one 
to the plumbing industry and should not be adopted in 


any form by the Government Agencies or the manufac- | 


turers without the co-operation and constructive sug- 
gestions of the National Association of Master Plumbers 
through its representatives. 
Respectfully submitted, 
GEORGE H. DRAKE, 
Chairman, Standardization Committee. 


Jones & Anderson, of Petaluma, Calif., are remodeling 
their showroom and show windows. An elaborate window 
display will be installed. 
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Fig. 118 
Ne. oie Compound In- 
jector. Patented in U.8., Canada 
and Foreign Countrics. 
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Regardless of where you may be located DEHN’S 
Automatic Water Softener and Scale Remover will 
furnish soft water and prevent deposits of lime, 
magnesia and other minerals in water back and 
heater coils. It commands a ready sale and a good 
profit. Write for details. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U. S. A. 


Originators, designers and sole manufacturers af 
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‘“NOWOB’”’ 


Basin Faucets 


as used on <4 


S & K Rainbow Fixtures * 


Why install expensive fixtures which must be junked ») 
when the thin brass faucet seats wear out? ““NOWOB” ) 
| Faucets are made with a Non-Rising Stem and Bronze » 
Removable Seats which can be easily replaced and ”, 
permit “No Wear On the Body of the Faucet,’ making ») 
the faucet itself practically indestructable. >) 


Write for Full Details. » 


STREET & KENT MFG. CO. . 
1954-64 Clybourn Ave. CHICAGO, ILL. < 


Manufacturers tn Chicago stnce 1888 4 
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THE LONG 
SWEEP IDEA 


Why not a square race-track instead of an 
oval one? Suppose a driver covering a mile 
track had to take four sharp corners! 


It is just as logical to connect a tank water 
heater with ordinary elbows and tees. Every 
sharp bend and every inch of nearly horizontal 
pipe adds to the frictional resistance and slows 
down the circulation. 


Pictured above is No. 8—75 degree Long Sweep 
Union Elbow Female. Bulletin-Catalog No. 3C 
shows these fittings by 15 degree variations from 
straight to 90 degrees. Also equivalent units 
with male union threads, double female pipe 
threads, male and female pipe threads. 


It is valuable, but free on request. 


THE SLACK-HORNER BRASS MFG. CO. 
1638 Blake Street $3 Denver, Colo. 


























Bottom Hung 
Wall 
Single Row 


A real time and 


labor saver— 


The Moore Hanger, by its ex- 
treme adjustability — 41!4-inch 
vertical and 2'%-inch horizontal 

eliminates the necessity of 
exact measurements in instal- 
lation. This saves a lot of time 
and trouble. 


The Moore Hanger comes com- 
plete—no extras to buy. Ap- 
proved by all leading architects 
and heating contractors. 


Your jobber can supply you 


Carty & Moore Eng. Co. 


(Incorporated) 
611 W. Larned Street 


DETROIT, MICH. 
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CENTRAL CONFERENCE COMMITTEE ON SCHOO... 
HOUSE VENTILATION MEETS IN NEW YORK CITY 

A meeting of the central conference committee on 
schoolhouse ventilation was held at the New York City 
offices of the American Society of Heating and Ventilating 
Engineers, on Monday, June 21st, five of the seven mem- 
bers being present. The committee consists of three rep- 
resentatives of the A. S. H. & V. E., two from the New 
York State Committee on Ventilation, one from the Amer- 
ican Public Health Service and one man representing 
jointly the National Education Association and the Amer- 
ican Medical Association. The preliminary organization 
was completed, W. H. Carrier of the Society being named 
chairman. The meeting was attended by W. H. Carrier, 
W. H. Driscoll and Perry West for the Society, Dr. C. E. A. 
Winslow of the New York Ventilation Committee and Dr. 
Leonard Greenberg of the American Public Health Servy- 


ice. 
New Business “Uentures 


The Oil Heater Service Co., 4488 Cass avenue, Detroit, 
Mich., has been incorporated with a capital stock of 
$26,000. 

The Pomona Valley Plumbing Co., Pomona, Calif., has 
been incorporated with a capital of $50,000, by Ray F. 
Keough, John C. Tarnstrom and L. Keough. 

The Union Plumbing Co., Inc., McAllen, Tex., has been 
incorporated with a capital of $20,000, by C. W. Rich 
mond, B. R. Richmond and others. 

N. V. Pearson, Inc., 1214 High street, Portsmouth, Va., 
has been incorporated to engage in the plumbing and 
heating business. 








E. J. Fortier, Sr., of E. J. Fortier & Son, Kankakee, II]. 
sailed from Montreal, Canada, on June 26th, for a three 
months trip to Europe. He is taking with him several 
copies of “The Story of the Bath,”’ and will try to sell the 
Europeans on the “Bath a Day” idea. 


Convention Dates 


September 28, 29, 30, and October 1, 1926.—-The annual meet 
ing of the American Society of Sanitary Engineering, at 
Washington, D. C., with headquarters at the Lee House. 

October 11-15, 1926.—-The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 





Outings and Picnics 
July 4, 1926,—-Annual picnic of Chicago North and North 
west Side Master Plumbers’ Pleasure Club at Wayside Park 
July 14, 1926.—-Annual picnic of the Omaha Master Plumb 
ers’ Association at Valley, Nebr. 
July 17, 1926.—The annual outing of the Master Plumber: 
Association, Inec., of West Hudson, N. J., at Connor's Cedar 
Grove Hotel, Water Witch, N. J. 
July 17, 1926.—Picnic of the Mahoning Valley Women's 
Auxiliary, at Mill Creek Park, near Youngstown, Ohio. 
July 17, 1926.—Joint picnic of the Lake County (Ill.) Sani 
tary and Heating Engineers and Local Order No. 93, at 
Gage’s Lake. 
July 22, 1926.—-Stag picnic of the Southeastern Ohio Maste: 
Plumbers’ Association, near Zanesville, Ohio. 
July 24, 1926.—The third annual picnic of the Master Plum! 
ers’ Association of Norfolk, Va., at Jamestown, Va. 
August 18, 1926.—-Annual outing of the North Shore (Mass. ) 
Master Plumbers’ Association at Centennial Grove, Essex. 
Mass. 
August 26, 1926.—Outing of Master Plumbers’ Associatio: 
of Connecticut at Champs Park, Bridgeport, Conn. 
September 8, 1926.—-The annual outing of the Bronx Mast: 














Plumbers’ Association, at Whitestone, L. L, N. Y. 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








COMPANIES RECENTLY INCORPORATED 

Lithman’s Air-O-Matic Oil Burner, Inc., Southbridge, 
Mass., has been incorporated with a capital of $100,000 
to manufacture oil burning apparatus. The incorporators 
are: Arthur A. Blanchard, Louis J. LaBelle, William N. 
Blanchard, Joseph A. Benoit, Solomon E. Blanchard, Louis 
L. Blanchard, Frederick H. Blanchard, all of Southbridge; 
Leopold Lithman of Worcester and Edwin F. Dakin of 
Santa Monica, Calif. 


Standard Valve Manufacturing Co., Cambridge, Mass., 
has been incorporated with a capital of $100,000. The 
incorporators are: Joseph FE. Swendeman, Boston; Morris 
M. Fineberg, Roxbury, Mass., and Samuel Mermanson, 
Brighton, Mass, 





NEW SUPPLY HOUSE IN UNION CITY, N. J. 


The Clinton Plumbing Supply Co., Inc., has recently 
opened a plumbing and heating supply house at 147 New 
York avenue, Union City, N. J. Joseph Koshar is pres- 
ident and William TT. Maxwell, secretary. Both were 
formerly connected with the Sanitary Plumbing Supply 
Co., Jersey City, N. J. 





OPENS NEW SUPPLY HOUSE IN EAST ORANGE, N. J. 

After 20 years’ experience in the retail end of the in- 
dustry, Albert A. Goldis is now in the wholesale plumbing 
and heating goods business. He has recently opened and 
is managing the Central Heating & Plumbing Supply Co., 
Inc., 360 Central avenue, East Orange, N. J. 








OPENS NEW STORE AND WAREHOUSE 


The N. O. Nelson Mfg. Co., has just opened a new west 
end store and warehouse at Duncan and Boyle avenues, St. 
Louis, Mo., where the company plans ultimately to locate 
its entire St. Louis business, including general offices. 
For the present, however, the new building will be used 
only for the company’s west end business, thereby sav- 
ing several miles in hauling and avoiding traffic conges- 
tion in the down-town business district. This warehouse 
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NO. NELSON MFG. CO. 
PIPE WAREHOUSE 
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is of concrete and steel, covers a space of 200x300 ft., 
with basement and one floor thoroughly lighted by sky- 
lights of sawtooth construction. Along one side a switch 
track is provided that will accommodate eight cars at 
one time. Along the other side of the building is a drive- 
way at truck height, extending under cover through the 
entire building. Across the switch track is a pipe ware- 
house large enough to accommodate fifty cars of pipe 
stored in racks. The pipe warehouse is provided with an 
overhead trolley system for unloading pipe from cars 
and also for re-loading on trucks. The warehouse is built 
at car-door and truck height, and it has electric elevators 
from the basement to the first floor. 

It is the intention to erect at the front of the present 
building on Duncan avenue another building at a later 
date to be used for general offices and store purposes. 
At the extreme south end of the warehouse is a garage 
that will be used for parking employes’ cars during the 
day and for the company’s trucks at night. 


OPENS BRANCH IN ORLANDO, FLORIDA 


The Mineola Plumbing Supply Co., Ine., Mineola, L. L., 
W. S. Rum 
The firm has plans under way for the 


N. Y., has opened a branch in Orlando, Fla. 
mel is in charge. 
construction of a building on the Seaboard Air Line Rail 
road and West Amelia street in Orlando. 


WILL SOON BUILD NEW BUSINESS HOME 

The P & H Supply Company and The Fort Wayne Pipe 
& Supply Co., 225-229 East Columbia street, Fort Wayne, 
Ind., will soon start work on a new eight-story business 
building for these two associated concerns. The new 
building will be equipped with every facility for the expe- 
ditious handling of their steadily growing business, and 
it will also be designed to accommodate the demands of 
the future. The officers in charge of the business are: 
C. J. Stier, vice president and manager; W. A. 
secretary and treasurer; R. E. Bower, sales manager of 
plumbing and heating department, and R. E. Buchholzer, 
sales manager of mill and factory department. 


Hobson, 











N. 0. Nelson Mfg. Co.’s new west end store and warehouse in St. Louis, Mo. 
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birst half of the photograph of the office employes and salesmen of the Trenton Potteries Co., Trenton, N. J., at their annual 
pienic, held at Hillwood Lakes, June 17th 


OFFICE EMPLOYES OF TRENTON POTTERIES CO. 
HOLD ANNUAL PICNIC 

The annual picnic of the office employes and salesmen 
of the Trenton Potteries Company, Trenton, N. J., was 
held under ideal conditions at Hillwood Inn, near that 
city, on June 17th Luncheon was served at midday, after 
which a splendid program of athletic events was enjoyed, 
including baseball, swimming, boating, quoits and tennis. 

Dinner was served in the evening and an enjoyable 
entertainment and dancing brought to a close the outing, 
one of the most successful ever held by the company. 

RICKERSBERG BRASS CO. EXPANDING 

The Rickersberg Brass Co., Cleveland, Ohio, has let the 
contract for the construction of office and foundry build- 
ings, one-story, 120x236 ft., and 60x200 ft., to cost $125,- 
000, and to be erected on the corner of Kelley avenue and 
East 27th street 


CENTRAL SUPPLY COMPANY'S SALESMEN SUCCESS- 
FUL IN CONTEST 

Word has just been received from L. C. Huesmann, 

of In- 


dianapolis, Ind., of the success of four of the company’s 


president and manager of the Central Supply Co., 


salesmen in the salesmen’s contest of the Toledo Pipe 
Threading Machine Company, of Toledo, Ohio. First place 
among all contestants went to J. A. VanBuskirk, of 
Muncie, Ind. Harry Watts and W. I. Myers, counter men, 
Indianapolis, and Ben Evans, of Union City, Ind., were the 


company’s other successful representatives. 








NOW IN NEW LOCATION 
The Flush-a-Way Sales Co. has moved its offices from 
1158 Market street to 1109 Market street, San Francisco, 
Calif. 


NEW RECORDS SET AT JUNE TOURNAMENT OF 
C. 8. D. LL. 

Ambitions fired by the example set by the American 
golfers in the British Amateur Championships, twenty-one 
members of the California Sanitation Development League 
Golf Club of San Francisco proceeded to knock all existing 
league records “galley west’ in their June tournament 
which was held at Mill Valley Golf and Country Club re- 
cently. Volney Howard, playing on his home course, went 
out in thirty-seven and came home in forty-three, for an 
eighty, which allows him to have his name inscribed on 
the cup offered by Willard Chamberlin, of the Standard 
Sanitary Manufacturing Co., for the low gross score. H. 
Porter Wilson, sales manager of the Richmond Sanitary 
Co., whose ambition has been to shoot under one hundred 
and thirty surprised everyone, including himself, by turn- 
ing in a card of one hundred and three, which, with his 
handicap of forty-eight gave him a low net of fifty-five, 
and a leg on the ‘Domestic Engineering’’ Cup. 

In the play-off of the tie for low net, which was held 
over from the April tournament at Lake Merced Golf Club, 
Frank J. Klimm with a score of one hundred and one, 
and a handicap of twenty-nine, won the cup from Newton 
Stern of the Standard Sanitary Mfg. Co., who shot a 
ninety-two, but had a handicap of only seventeen. 


Second half of the photograph of the office employes and salesmen of the Trenton Potteries Co., Trenton, N. J., at their annual 
picnic, held at Hillwood Lakes, June 17th 
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Canyons of great depth cross every fairway of the Mill 
Valley course, but they held no terrors for the golfers, 
who played their shots out of them with the nonchalance 
of Walter Hagen. J. Loyd Logsdon, of the Mueller Co., 
played the prettiest shot of the day when he sank a thirty- 
foot approach shot on the fifth green. 

In a special match game, Ans Dalziel, of the Dalziel 
Moller Co., and M. E. Wangenheim, of the Standard Sani- 
tary Manufacturing Co., Jackson Noble of the 
Richmond Sanitary Co., and Newton Stern of the Stand- 
ard Sanitary Manufacturing Co., three up and one to play. 

The following cards were turned in: Dalziel, 87-73; 
Noble, 81-65; Stern, 92-77; Wangenheim, 102-86; Klimm, 


lost to 


101-74; Logsdon, 99-99; Morse, 95-95; White, 94-70; 
Allmon, 104-67; Heymans, 108-75; Robertson, 109-77; 
Weiss, 98-98; Gilley, 126-78; Lees, 96-96; Wilson, 


103-55; Young, 100-100; Lamond, 99-74; Leary, 103-74; 
Morton, 126-92; Finch, 83-63; Howard, 80-63. 


TALKS AT SAN FRANCISCO SALESMEN’S LUNCHEON 


“Liars’’ was the subject of a talk by Rey, J. Walter 
Sherman before the Association of Plumbing and Heat 
ing Salesmen of San Francisco, Calif., at the June 22nd, 
luncheon of that organization at the Clift hotel. The 


speaker classified the species and elaborated on the merits 
of the various said, ‘“‘is an 
abomination unto the 
time of need.” 

He pointed out how falsification at times serves a good 
purpose, and cited the propagandists during the late war, 
as an example. He then gave, as an example of another 
method of falsification, the wrong impressions made on 
the people of foreign countries by some of the moving pic- 
ture films which are supposed to picture American life. 
Farlow, who is 


classifications. ‘‘A lie,”’ he 


Lord——-and an ever-ready help in 


In the absence of President Norman W. 
vacationing in Canada, J. 
presided over the meeting and 


Lloyd Logsdon, vice-president, 


introduced the speaker. 


Copies of the newly adopted constitution and by-laws were 


distributed to members present, and it was announced 











Associntion of 
Detroit, 
Mich.—Top row, left to right: William G. Boales, of Hoffman 
Specia'ty Co., Detroit, president, and W. E. 
Elizabeth, N. J., first vice-president of national association.— 
Bottom row: W. J. Dauenhauer and R. J. Maggi, president of 
Pittsburgh Associntion and director-elect, both of Anchor 
Sanitary Co., Pittsburgh 


of the National 
Pumbing and Henting Salesmen, held recently at 


At the second convention 


Carmichael, of 
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SERVICE— 


Prompt delivery is offered on 


“QUALITY BRAND” 


TUBULAR GOODS 
IRELAND & MATTHEWS 


DETROIT 


REPRESENTATIVES ————— 
R.C. Wilson, New York; Wm. P. Horn Co., San Francisco, Cal 
W.D. Armstrong, Chicago, Il1.; P. C. Abbott Co., Richmond, Va 








KEYSTONE 
Drum Trap 


Covers 


are made in the best grade brass in all standard sizes. 
Also with ring for use in connection with lead traps. 
And don’t forget Keystone 








Your jobber has them. 


Soldering Unions Shower Drains Floor Drains 


: : Keystone 
Trap Screws and Universal Closet Connections 
~ \ 
KEYSTONE BRASS WORKS \F 
ERIE - - - . PENNA. ve 
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You'll like these 
“LUCKY STRIKE” 


Solid Bath and 
Basin Stoppers 


The post is moulded into the solid rubber. 
It can’t pull out. They cost a little more than 
ordinary stoppers but they’re worth it. Order 

















rs from your jobber. 
. 
« 
“ LAVELLE RUBBER COMPANY 
” 320 W. Illinois Street, Chicago, Illinois 
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Valves, boiler trimmings and 
plumbers’ brass goods of quality 
properly priced are responsible 
for our steadily increasing sales. 


CAPITOL BRASS WORKS 


Manufacturers of Brass Valves, Boiler Trimmings and Plumbers’ Brass Goods 


2300 Franklin Street 


=DETROIT, MICH 
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that a copy will be sent to the sales managers of all 
wholesale houses in San Francisco. E. H. Fleming of R. 
W. Kinney Co., and C. J. Stewart of Crane Co., were ad- 
mitted as new members. 

Members of the bowling squad arranged to hold their 
first practice on Tuesday evening, June 29, at the Golden 
Gate Recreation Alleys. Practise will be held at the same 
place every Tuesday evening until the match with the 
Oakland Salesmen’s Team in August. E. H. Fleming of 
R. W. Kinney Co., Walter Mead of Hoffman Specialty Co., 
Cc. J. Stewart of Crane Co., J. C. Robson of Walworth- 
Lally Co., John V. Heffernan of R. W. Kinney Co., J. L. 
Logsdon of Mueller Co., J. Noble of Richmond Sanitary 
Co., J. Griffin of M. Stulsaft Co., M. D. Ebbits of Republic 
Brass Co. and F. A. White of Domestic Engineering, con- 
stitute the bowling squad. 


EASTERN TRADE GOLF MEMBERS PLAY AT 
MONTCLAIR 

W. C. Banta, Harry Stokes, A. S. Armagnac, H. J. 
Reeves, Thomas Dougherty and Thomas M. Kellogg were 
the stellar performers of the 40 trade representatives who 
gathered at the June meet of the Eastern Trade Golf As- 
sociation, held at the Montclair Golf Club, Montclair, N. J., 
Tuesday, June 15th. The half dozen were the winners 
of the two classes in medal play and best ball foursomes 
and qualified for first selections from the prizes—prizes 
awarded for these events. 

The morning round was billed as an 18 hole best ball 
foursome. In the Class A division A. 8S. Armagnac 
and President Reeves made their bid for honors. They 
had helped each other in sterling fashion, their gross 
being an 80. A handicap of seven brought their net to 73. 
The former selected a steel shafted club, the latter a sil- 


. THE 
ELECTRO 
MELTER 














Like most electrical appliances offers more advan- 
tagesandconveniencesthan oldfashion:dmethods. 
On jobbing the Electro Melter’s absolute safety, 
cleanliness, and lack of smoke odor and noise, will 
be appreciated by your customers as well as your 
men. It operates from any light socket and main- 
tains a constant wiping temperature throughout 
the day without any attention. Ask Your Salesman 
Nationally Distributed by 


WOODWARD-WANGER CO. 
PHILADELPHIA, PA. 
Oakland, Cal. Chicago, Ill. Orlando, Fla. 


Manufactured and Guaranteed by 


Electro Engineering Co., Inc., Richmond Hill, N. Y. 
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ver penknife and chain. In the lower bracket, T. M. Ke! 
logg and T. Dougherty turned in a best ball just one 
stroke over an even hundred, their 20% handicap giving 
them a net of 80%. Mr. Kellogg is richer by a silver 
trimmed comb, case, and brush in consequence, while his 
partner has a new steel shafted driver. 

W. C. Banta won his glory by topping the field in Class 
A in the afternoon, when the usual 18 hole medal play 
handicap was the piece de resistance. His net 74 won for 
him an electric waffle iron, donated by L. H. Quacken- 
boss, of Warren Webster & Co. Harry Stokes utilized a 
30 handicap, winning the Class B with a net 73. A silver 
beverage set was his prize. Robert Smith, with a net 
75, was placed second in Class A, winning a silver ciga- 
rette humidor, donated by J. L. Bruns, of Sarco Co., Inc. 
F, L. Patterson turned in a net 76 and won a pair of regis- 
tered steel shafted wood clubs, the gift of Wallace J. Os- 
born, of “Domestic Engineering.”’ 

H. N. Booth’s 78 in Class B was good enough to win 
second prize, his selection being a silver cigarette humi- 
dor, and G. E. Olsen took a silver centerpiece with a net 
80. Captain J. B. Garfield, playing from scratch, turned 
in a crackerjack round of 78 and earned a dozen balls, as 
did W. H. Carrier, net 85. 

The weather man, who had provided a hazy sort of a 
day for the trade golfers, relented toward noon and the 
sun shone brightly. This gave the contestants a chance 
to enjoy the wonderful views afforded from the third 
nine, which is cut through the woods. Incidentally, these 
same woods proved the bane of those unfortunates whose 
shots had a tendency to slice or hook, with lost balls fre- 
quent. The course is one of the finest in the district, with 
27 holes, and the players enjoyed variety by playing the 
first and second nines in the morning and the second and 
third sections after luncheon. 


2 Great Leaders 


Double Franchise for year ’round sales 





We have shown many dealers the way to big, 
steady profits with our double franchise for the 
Milwaukee Air Power Water System and the Com- 
bustion Fuel Oil Burner. 


Three Big Sales Fields 


For over 15 years the Milwaukee Air Power has 
been first choice with those who want the best. 
Supplies complete, high pressure water service, 
direct from well, spring, lake, cistern. No water 
storage tank. Capacities: 100 to 5,000 gal. per 
hour. System is simple, dependable, automatic. 
Over 25,000 in use. 

The Nozzle type Combustion Fuel Oil Burner is 
adaptable to both domestic and industrial heating, 
two important sales outlets instead of the customary 
one. Burns genuine fuel oil. A big seller, backed 
by six years of success. Write for complete facts. 


MILWAUKEE AIR POWER PUMP CO. 
6 KEEFE AVE. $3 MILWAUKEE, WIS. 
Also Builders of the Combustion Fuel Oil Burner 


The largest exclusive 
manufacturers of Air 
Power Pump Equipment 
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At the dinner which followed the day's play, President | 


and Past President W. W. 
was given a vote of 


‘teeves awarded the prizes, 
Hubbard, who secured the course, 
thanks. 





PRODUCTS GOLF ASSOCIATION MEETS 
AT RHODE ISLAND CLUB 

tngland Metal Products Golf Association held 
its regular monthly tournament on 22nd, at the 
Rhode Island Country Club, Providence, R. IL, as the 
guests of Herbert D. Nickerson. The meet demonstrated 
the ability of Walter Eddy as a Weather prophet as he 
prophesied that it was going to rain on that date and it 
did, nearly all of the members being caught out in a 
heavy shower. 

In spite of the rain it 
There were thirty-six in attendance, including 
and guests, and the course is one of the most attractive 
in the country. Some of the holes are remembered by 
the players with a great deal of pleasure or grief, depend- 


N. E. METAL 


The New 
June 


was a most successful meet. 


members 





Herbert D. 
Thayer and Raiph M. Greenlaw.—Lower picture: 


Nickerson, W. H. 

M. W. Den- 

nison, Mr. Young, Frank W. Hubbard and Charles F. Glavin, 

at the June 22nd meet of the New England Metal Products 
Golf Association, at Rhode Island Country Club 


Top picture, left to right: 


ing on how they played them. The seventeenth, for ex- 
ample, is either an easy 3 or a hard 13 if one happens to 
land in the sand. The sixth, seventh and eighth, particu- 
larly the eighth, gave some of the players an untold 
amount of trouble. 

M. W. Dennison and W. H. 
the secret net score to win the set of matched wood clubs 
offered by Wallace J. Osborn, of ‘Domestic Engineering”’ 
and each took one of the clubs. 

Ralph M. Greenlaw and Charles A. Pastene tied for first 
prize in the morning play with M. W. Dennison, second, 
and Herbert D. Nickerson, third. In the afternoon play 
Ralph M. Greenlaw was first, D. W. Wade, and 
E. O. Chase, third. Only 18 holes were counted as very 
few were able to play 36 holes, owing to the rainstorm. 
The next meet will be held at Cohasset on a date to be 
decided later. 


Thayer tied with an 81 for 


second, 


Gross Net Gross Net 


Herbert D. Nickerson 92 82 M. W. Dennison..... 89 81 
Ralph Greenlaw .... 86 76 A. A. Gathman...... 117 101 
Robert Sargent ..... 95 85 John E. Washburn. .103 85 
William Taylor .....102 84 H. W. Thorndike... .102 88 
Wailace J. Osborn..121 101 D. W. Wade...... 113 97 
Frank Hubbard ....131 111 Charles Pastene .... 88 76 
Charles Glavin ..... 106 §=86 Walter Eddy ..110 90 
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Our 
Summer Price Sheet 


Shows the LOWEST PRICES we have ever made on 


Starbuck Plumbing Tools 


and Starbuck Publications 


Effective until September 15th. Send for it. 


R. M. STARBUCK & SONS, Inc. 


42 ALLYN STREET 88 HARTFORD, CONN. 


The Hanna “Ball Joint”’ 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any direction. 


A big time and labor 
saver. 


Write for 
‘Our Silent Saleaman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadeiphia, Pa. 




















You Can Carry 
the Martin 
In One Hand 


Here is a Portable Vise Stand 
and Pipe Bender that weighs 
only 45 lbs. Can be set up ina 
jiffy. Try it for 10 days at our 
expense. Write for full details. 


H. P. MARTIN & SONS 
626 E. 2nd St. Owensboro, Ky. 


















































Bath a Day oid Helps 


Bath a Day Stickers. 
black, to stick on letters, bills, etc. 
Bath a Day Buttons. 1%’ 

$1.75 per 100. 
Bath a Day Signs. Orange and black, 634” 
diam., for windows, windshields, etc. 10c each. 
Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c each. 
Please send check with order. 
DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


14%" diam., orange and 
45c per 1,000. 


diam., with pin. 
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‘ Gross Net Gross N«t 
; John Bradshaw 116 6-96 a, Reed... ........ 0 
John 8. Nicholl 97 87 W. T, AGaMs........804 SS 
: William Stearns 98 84 Dr. E. D. Chesebro. .100 
. I. W. Donoghue 101 93 Walter A. Griffith...110 
DT eel RENO TER 
' Harry I. Doten 111 99 W. H. Thayer....... 87 
EK. O. Chase.. os 80 Charles H. Ely......128 1 
“*~ = 
bed ? 
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; |B Basi 
|| Detter asins CTSONaA CNT1I0N 
t- 
, *Superior’’ two fire, vitreous china basins are exactly what their name 
implies. We can furnish them in three sizes N.O.M.P., P.O. M Dixon C. Williams, president of the Chicago Nipple Mf; 
: | P., and P.O. R. P. individually crated . ae . 
‘ Co., Chicago, addressed the graduates of Cumberland 
University, Lebanon, Tenn., on Wednesday, June 2nd, at 
Horton Pottery Chillicothe the commencement exercises. Mr. Williams is a graduate 
e Oh of that university, and during the ceremony the honorary 
é ompany 10 degree of LLD. was conferred upon him. 
* John Fraser, Jr., president of the Milwaukee Valve Co., 
> é ) Milwaukee, Wis., is recuperating in the woods of northern 
$ $ Wisconsin from a serious attack of pneumonia which fol 
3| F ight joi £ |g) | towed : | iciti 
rs 4 lowed an operation for appendicitis. 
‘ 3 orat tjoint on any roo 3 
i $ - OVER $ W. H. Driscoll of Long Island City, N. Y., president of 
: 4 try p te IVER- . i . : y . . 
> — _ wwe $ the American Society of Heating and Ventilating Engi- 
@| TON Roof Flashing 2 : : 3 . a . 
@ neers and vice-president of the Heating and Piping Con 
° ' $ Is adaptable to both 4 — ee 
: $ @ tractors National Association, has recently appointed a 
$ standard and extra e , . 
$ } f $ committee to prepare a code for the testing of air filters, 
eavy c ts any et . ; 
‘ $ : oe oe ‘s rh $ three Twin City men being selected. Professor F. B. Row- 
> ngie an m Ps > . s : : : 
3 one ; nee’ “7 . r $ ley of Minneapolis, Minn., is chairman, the other members 
. int y t > . . P 
| ‘ doe ae Se eee $| | being D. M. Forfar of Minneapolis, and Albert Buenger of 
$s} air and water tight @ i ’ 
} $ $ St. Paul, Minn. 
5 4 > ° 
; $ ao 3 | Kk. A. Neupert, former manager of the Portland, Ore., 
. 4 ‘ . . 
: $ COMPANY $ |} office of the W alworth Oregon Co., who was recently pro- 
t $ $ | moted to Pacific Division manager, stopped in Portland 
[. : Minnsepells + Blan. $| | recently on his return trip from a journey to the East. 
° ; 4 > 
Er Seen eee eee H. ©. Vickerman, formerly 
3% ‘6 TL. 99 \ with the Oil Well Supply 
4 | S Company for several years, 
* 
js sea | has joined the sales force of 
* the Reading Iron Company, 
*. 1ese seats never come apart, because 
TI t part, t 


of Reading, Pa. He will rep- 


they are reiaforced with spiral hickory ; 
resent the company in Cali- 


dowels. The straight grain con 
struction eliminates butted er ds. fornia, for the time being, and 

will make his headquarters at 
|} $26 Van Nuys Building, Los 


Angeles. Mr. Vickerman has 


Fnott seats are made in all styles 
and finishes, and every one is fully 
guaranteed. 


Ask your jobber about them 


Knott Mfg. Co., ™ins'” 


had considerable piping expe- 
rience and spent several 





Seat No 





3. Hine No. 75 weeks in the company’s plants 








at Reading, before leaving 


e for California. a — " 
. | ollet Seats H. Roy Eichel, of Eichel & ae i lie 
Company, Richmond, Va., was 





. 
et LE ct nay gaps “an 














; 
a 8 , : . 
. nominating in the recent Pennsylvania railroad wreck, and was badly 
all eut and bruised, though not seriously hurt. He is con- 
- > I ’ fined to his home, but his friends will be glad to know 
; | | . . : 
: A t sa | | that he is making rapid progress toward recovery. 
‘ = ,, 
; 4 D A R T John W. Jones, formerly with the Abram Cox Co., Phila- 
; 1? . rR | delphia, in various executive positions, has recently been 
2. i U N I O N | | appointed New York manager for the Republic Boiler & 
i” | Radiator Company of Baltimore. Mr. Jones has estab- 
id j That means a union that | | lished a warehouse and offices in Building No. 10, New 
' } l awie kr i i y *9 av § ve} New £ é 
makes up right and stays York Docks Buildings, 162 Inlay street, New York, and 
tight. The quality is built will carry a stock of radiators and boilers. He will cover 
“ea right in. It costs a trifle the entire Greater New York district. 
; more but it’s worth it Edgar Weil, of the Vitreous Enameling Co., Cleveland, 
! : | Ohio, visited his company’s New York office last week. 
: E. M. DART MANUFACTURING COMPANY } : i va 
i PROVIDENCE, RHODE ISLAND | J. E. Martin, 61 First street, Portland, Ore., has been 
} | The Fairbanks Co., Canadian Factory, | P ‘ ‘ . . 
ha Sales Agents Dart Union Limited, Toronto | appointed representative in that city for the Herman Nel- 
~.} son Corporation, of Moline, Il. 
«| 
: a a 
ar 

















luly 3, 1926 DOMESTIC ENGINEERING 163 


Haydn Myer has been appointed sales representative for | 
the Nash Engineering Co., of South Norwalk, Conn. His 
headquarters will be at 1218 Age-Herald Building, Bir- 
mingham, Ala. 

J. Lloyd Logsdon, salesman for the Mueller Co., was the 
winner of a round trip ticket to the national convention 
at Louisville, which was offered by the San Francisco 
Master Plumbers’ Association. 


Frank McGovern, who has been connected with the 
Richmond Sanitary Co., of San Francisco, Calif., has been 
appointed manager of the Central Specialty Co., of that 
city, with offices at 548 Fifth street. 

Frank Austin, of P. E. O’Hair & Co., San Francisco, 
Calif., is receiving the sympathy of his friends on the 


death of his wife early in June. Mrs. Austin had been 
suffering for some time from the complication of diseases | 
to which she finally succumbed. 


George J. Rafferty and I. M. Schloss, formerly sales 
managers for Good Manufacturing Company, Inc., New 


York City, are now associated with the Tuttle’s Tite-On \ 

Cement Company. They will be located in New York at \\) . A ™ v"\ 

the office of the Eastern distributor for Tuttle’s Tite-On ‘ AN WW i \Al\y 
Cement Company, J. M. Lyons, 48 East 41st Street, New i \ , Wy WY 
York City. . \\ \\ \ 


Emil Heymans, manufacturers’ agent, of San Fran- 
cisco, Calif., has returned to that city from a business trip 
through the Pacific Northwest. 





Walter R. Mead, formerly with the Dayton, Ohio, branch 
of the Hoffman Specialty Co., has been transfered to the 
San Francisco, Calif., territory, where he will open an 
office. 


A firm 
and positive 
grip inspires 
confidence 
in the user. 















GREENFIELD TAP @ DIE 
CORPORATION 
Greenfield, Massachusetts 


















At the second convention of the National Association of 
Piumbing and Heating Salesmen, held recently at Detroit.— 


j 
Top picture, left to right: George Larkin, of Kimball-Eisen- | 
berg Co., Detroit; J. B. Sullivan, of Detroit Brass & Malleable | 
Works, Detroit, and H. J. Taylor, of Nelson Co., Detroit.— 
Middle picture: Joseph B, Stewart, of Republic Brass Manu- 
facturing Co., Detroit; Ray J. Nentwig and 0. G, MeMann, 
both of Murray W. Sales & Co., Detroit, and William G, 
Kergner, secretary-manager, National Trade Extension Bureau, | 
Evansville, Ind.—RBottom picture: Howard Harvey, of A. | 


Harvey's Sons Manufacturing Co., chairman of arrangement 


committee; J. Flemm, of Marks, Lissberger & Son, Inc., Long 

Island City, N. Y., vice-president of New York Association, | 

and Harry La Croix, of Pittsburg Water Heater Co., president | 
of New York Association 
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The 
Thatcher 


Round 


Boiler 














Satisfactory Performance 
Means More Business 


Vows customers will find in Thatcher Boilers such 
complete satisfaction, such economical and sure 
performance, that you cannot fail to gain additional 
business through the confidence they will have in your good 
judgment 

Now is the time for you to 
gain added profits on these 
famous boilers, which are being 
advertised in a long list of news- 
papers and magazines. Turn 
the ever increasing interest of 
the buying public into profitable 
sales—-for the undisputed repu- 
tation of Thatcher Boilers for 
satisfactory, dependable per- 
formance is known far and wide. 


You will find us ready to give 
full cooperation to you in the 
marketing of Thatcher Products 

for 76 years the standard fcr 
excellence. 


Write today for full in- 
formation on Thatcher 
Boilers, Furnaces and 
Ranges—and increase your 
business with satisfied 
customers. 


The Thatcher Company 
formerly Thatcher Furnace Co. 
SINCE 1850 
Chicago, 341 N. Clark Street 
Newark, N. J., 38-41 St. Francis St. 
New York, 21 W. 44th St. 


THATCHER 


BOILERS-FURNACES-RANGES 























June 23, 1906 
The Central Supply Association held its regular meet 
ing at the Niagara Hotel, Buffalo, N. Y., on Wednesday 
June 20th. 
1906 





The members of the Eastern Trade Golf Association are 
holding their regular spring tournament today on the links 


of the Atlantic City Country Club, about six miles distant 
from Atlantic City, N. J. 

a] 906 —— 
The Lewiston and Auburn (Me.) Master Plumbers’ 


Association held its annual outing on Thursday, June 14th 
o’clock train to New Meadows 
After a clam 


The members took the 7 
where a boat was taken to Ragged Island. 
bake, a sail was enjoyed. 
——1906——__—_ 
The Plumbers’ Association of St. Louis, Mo 
held an excursion and picnic on Wednesday, June 13th 
The scene of the picnic was Montesano Park and nearly 
1,000 persons were present. 
——1906—__—_ 
The eighteenth annual convention of the 
Master 
Atlantic City, 
Relations and Standardization were among those whose re- 
Gormly, of Philadelphia, was re-elected 





Master 





National Associa- 
Steam and Hot Water Fitters was held at 
June 22nd and 23rd. The committees on Trade 


tion of 


ports were given. P. 
president 














June 30, 1906 
twenty-fourth annual convention of the National 
Association of Master Plumbers was held at Atlantic City, 
N. J., on June 26th, 27th and 28th. The New Jersey asso 
distributed a handsome souvenir book giving a 
brief history of New Jersey. Two delegates from Mexico 


| The 
| 
| 
| 
City were present, and one of them, Senor de la Torre, 


ciation 


delivered an address in Spanish. The apprenticeship and 
sanitary committees made interesting reports. The ap 
prenticeship committee had made a survey of 125 local 
associations to determine the localities where there are 
President C. J. Boyd, of Chicago, presided 
at the sessions of the convention. R. B. Moodie of Dayton, 
Ohio, was elected president of the national association for 
the next year. T. A. Hill, of New York, was elected vice- 
president. William McCoach was re-elected treasurer, and 
William Haas, of Dayton, named as secretary by the presi- 
| dent-elect. 


trade schools. 


———- —— 1906 
Ladies in attendance at the Convention of the National 
| Association of Master Steam and Hot Water Fitters at 
| Atlantic City, N. J., participated in an exciting bowling con 
| test. Following the tournament, an elaborate supper was 
served at the Islesworth Hotel. E. C. Molby acted as 


toastmaster. 
1906. 


The New Jersey State Association of Master Plumbers 
met on June 25th at Atlantic City, N. J., in Odd Fellows’ 
hall. John L. E. Firmin, of San Francisco, was present at 
the convention, and told the delegates of the terrible ex- 
periences of San Francisco, and the appreciation of master 
plumbers there for the aid received from the Nationa] 
Association. A. Selden Walker, of East Orange, was 
| elected president for the next year. 
































THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








DETROIT CONTRACTORS’ ASSOCIATION ELECTS 
OFFICERS 

The annual election of officers of the Detroit Association 
of Sanitary and Heating Contractors was held on June 3rd, 
and resulted in the following choice for the ensuing year: 
William G. Miller, president; Ralph P. Peckham, vice- 
president; Louis J. Esslinger, treasurer; E. Giberson, F. 
Johnson, A. W. Phillips, F. Rousseau, John Nawrot, 
Eugene Doetsch, N. J. Kennedy, E. Glanz, William Foster 
and Ralph P. Peckham, compose the board of directors. 

President Miller and the officers and the board of direc- 
tors of the association are planning a year of continued 
activity. N. J. Kennedy, the retiring president, was ac- 
corded the thanks of the entire association for his untiring 
energy in advancing its welfare. 

The association recently moved to its new location at 
3946 Trumbull avenue, Detroit, where it has larger quar- 
ters and added facilities for its membership. The new 
location provides ample space for general meetings and 
enlarged quarters for the executive offices. It is readily 
accessible to the membership, yet removed from the con- 
gested downtown area. 





NEWLY ORGANIZED SALT LAKE CITY ASSOCIATION 
ELECTS OFFICERS 


The following officers have been selected by the newly 
organized Salt Lake City Plumbing and Heating Associa- 


tion: C, J. Dietz, president; Herman Schrader, vice-pres- 
ident; Henry H. Bockholt, secretary-treasurer; Robert 
Sneddon, sergeant-at-arms. President Dietz, Adolph 


Schopfer, Herman Schrader and Robert Sneddon were se- 
lected as the ‘“‘ways and means’’ committee. 

The concerns becoming charter members are: Robert 
Sneddon, Beach Plumbing Company; Adolph Schopfer, 
Brinton Plumbing Company; John L. Rasmussen, Dietz 
and Reeve, Walsh Plumbing Company; John C. West & 
Sons Company, Dolan Plumbing Company, D. & T. Plumb- 
ing Company, T. R. Carn, Simpson Brothers; H. E. Allen 
and Herman Schrader. 

An additional number of masters have attended one or 
two of the pre-organization meetings, but were unable to 
attend this one, and are not listed as members, although 
they have stated their desire to join. It is believed that 
between thirty and fifty members can be secured. The 
new association consists entirely of masters featuring job- 
bing and repair work, and the efforts of the organization 
will be devoted to this phase of the industry. 

W. A. Bywater, president of the Utah State Association 
of Sanitary and Heating Engineers, addressed the mem- 
bers on the benefits of co-operation. ° 

Other Local News 


Ralph D. Evans, president of the Salt Lake City Asso- 
ciation of Sanitary and Heating Engineers, accompanied 
by Mrs. Evans, will visit a number of eastern cities, in- 
cluding a side trip into Canada, following their attendance 
at the National Convention at Louisville, 


They expect to 


165 


be away from home about six weeks. The association held 
its regular semi-monthly meeting on June 17th, with Vice- 
President W. F. 
selected to fill a vacancy on the board of trustees, which 
also includes H. B. Cromar and Will Rees. 

A. E. Hurd, Salt Lake City, Utah, is remodeling the 


building at 32 East Fourth South street, preparatory to 


Carbis in the chair P. G. James was 


establishing a plumbing shop at that location 


BERKELEY COMMUNITY CLUB TO ENLARGE ITS 
MEMBERSHIP 

Members of the Berkeley, California, Master Plumbers’ 
Community Club have appropriated a sum of money to be 
used in the promotion of field work in their territory, the 
object of the work being to acquaint every master plumber 
in that section of the country with the aims and ideals 
of the organization, and thus to build up the membership 
until it represents every progressive man in the business. 

C. C. Newkirk, who formerly conducted the field work 
in Northern California for the California Master Plumbers’ 
Association, has been appointed to carry on the work for 
the Berkeley Club, and is mapping out an energetic pro- 
gram for the summer and fall months. Charles Knights 
is president of the Club and Walter Wind is secretary. 


NORTH SHORE MASTER PLUMBERS PLAN OUTING 
The North Shore 
will hold its annual 
Mass., on August 18th, according to official announcement 

just issued by the secretary, James H. Trow. 


(Mass.) Master Plumbers’ Association 
outing at Centennial Grove, Essex, 


LAKE COUNTY S. AND H. E. TO HOLD PICNIC 

The Lake County (Ill.) Sanitary and Heating Engineers 
are planning to hold a joint picnic with Order 
No. 93, on July 17th, at Gage’s Lake. 


Local 


CONNECTICUT STATE ASSOCIATION TO HAVE OUTING 

The Master Plumbers’ of Connecticut will 
hold its annual outing at Champs Park, Bridgeport, Conn., 
on August 26th, according to the official announcement 
of Secretary G. S. Bull. 


Association 


OMAHA MASTER PLUMBERS TO HOLD PICNIC 

The Master Plumbers’ Association of Omaha, Nebr., will 
hold its annual picnic at Valley, Nebr., on Wednesday, 
July 14th. 

BRONX MASTER PLUMBERS MAKE MEMBERSHIP 

DRIVE 

By zoning the Bronx and appointing a captain for each 
zone, with a number of members under his direction, the 
Bronx Master Plumbers’ Association, of New York City, 
has made a most successful drive for new members. Each 
captain is given a list of the members and non-members 
in his zone, permitting him to make a concentrated effort 
to increase the membership. 
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SOUTHWEST SANITARY ENGINEERS’ ASSOCIATION 
MEETS 

The Southwest Sanitary Engineers’ Association of Penn- 
sylvania held its first Bealisville, Pa., 
lith, and the affair was attended by 75 members and their 
friends. The membership of the association is made up 
of master plumbers from Washington, Uniontown and the 


rally at on June 


Monongahela valley Dinner was served at the National 
hotel. 

Clifford B. Connelley, divisional dean at Carnegie Insti- 
tute of Technology, Pittsburgh, was speaker of the eve- 
ning. It was essentially an educational session to show 
the importance of the master plumber and the duty of 
guarding the home builder, the home owner and the 
tenant He had his subject at his finger tips and, while 
he was serious, he often brought laughter from a well 


told 


anecdote. 


W omen’s ecAuxiliaries 


Rochester Women's Auviliary 
The Women's Auxiliary of Rochester, N 
New 


functions, as well as charitable work, have 


Has Busy Season 
Y., has spent 


an active season members have been added, and 


several social 
occupied the time of the organization sSusiness meetings 
are held the 


in the Women's 


Wednesday afternoon of each month, 
City Club. The auxiliary very 
attractive room, tea and cakes or light 


second 
has a 
luncheons can be 
After meetings social games of cards, 
An 

when desired, 


served at any time 
additional and 


thus 


or sewing bees, are enjoyed. room 


tables may be secured making it con- 
venient to arrange for public card parties or sales. 
Among the held 


luncheon at the Rochester Club, given by members to the 


interesting affairs this year were a 
officers, a theatre party following, a public card party (the 
proceeds from which were used for the auxiliary’s charity 
fund), Hotel. Another 


pleasant social gathering took place at an afternoon card 


and a dinner-dance at Powers 
party, followed by dinner and an evening musicale at the 
Green Lantern Inn, Fairport, N. Y. The master plumbers 
were guests at this affair. 


The auxiliary recently voted to change the date of the 


annual meeting from October to June, and at the June 
meeting the following officers were elected: Mrs. Ida 
Evans, president; Mrs. H. W. Jones, vice-president; Mrs. 
Florence Pappert, treasurer, and Mrs. Bessie L. V. Mur- 
togh, secretary. The organization has six committees, 
each chairman having a corps of willing assistants. The 
chairmen of committees for the ensuing year are: Recep- 


tion and membership committee, Mrs. Bay; social commit- 
Mrs. Fred Fladd; sick and welfare committee, Mrs. L. 
Mrs. W. J. 


tee, 


H. Geimer; flower committee, 3rown; finance, 
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Mrs. John Creelman, and entertainment, Mrs. M. W. Utz 

The organization feels that it has had a very successful 
year, and is looking forward to increasing both its mer 
bership and social activities. For this month a boat trip 
to Coburg, Canada, and a picnic there, are planned. The 
master plumbers will be included on the picnic. 

Los Angeles Auxiliary Makes Plans for Picnics 

The Women’s Auxiliary of Los Angeles, Calif., has been 
A dinner and card party is 
Thursday of each month, and luncheon 
the second Tuesday of each 

Plans are being made for a 


having a very active season. 
held the 
and a 
month during the entire year. 
picnic for the children, to be held at one of the city parks, 
There will be a basket lunch, and coffee, ice-cream and 
candy will be furnished by the auxiliary. An interesting 
program of games, contests, potato and sack races will be 
provided, and prizes will be awarded to the winners. A 
picnic for “grown-ups” is also planned for later in the 


second 


business meeting on 


summer. 
Portland (Ore.) Women's Auxiliary Gives Luncheon 
The Women’s Auxiliary of the Master Plumbers’ Asso- 


ciation, Portland, Oregon, held a luncheon in June at the 
home of Mrs. Ernest Ruedy, 781 Corbett street. Almost 
the entire membership participated in the affair, the after- 
noon hours being enjoyably spent at the card tables. This 
last affair of the until 
start again in the fall. 

Mrs. B. D. Coffey, a prominent member of the Portland 
Women's Auxiliary, entertained the Colonial Heights Com- 
munity Club at an evening affair recently, and she included 
the membership of the auxiliary in her invitations. The 
suburban home of Mr. and Mrs. Coffey is in the Colonial 
Heights district. 


is the social auxiliary activities 


TRENTON ASSOCIATION SEEKS ADOPTION OF 


SANITARY CODE 
The Master Plumbers’ Association of the City of Tren- 


the 
New 


ton, N. J., is losing no time in following out resolu- 
tion adopted at the of the 
State Master Plumbers’ Association, which provided 
Walter W. Smith, 
Kerwick and Anthony Dennish have been 
pointed a committee to draw up such a code and endeavor 
to secure its adoption by the township committee of Ham- 
ilton Township, N. J. For Ewing and Lawrence town- 
the appointed the Messrs. Royer, 
Brearley, Balaam and Horsfall, to push the code. The asso- 
ciation hopes to get a proper code working in these town- 
ships in the near future, not wanting to wait until the 
state sanitary committee secures the adoption of a code 
for the state at large. 

One 


recent convention Jer- 


sey 
for the adoption of a sanitary code. 


Thomas J. ap- 


ships, president has 


new application for membership, that of Philip 


Wenz, was received at the last meeting of the Association. 
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Atlantic City, N. 


J.. master plumbers at the Trenton plant of the Thomas Maddock's Sons Co., as guests of the Senshore 


Supply Co., of Atlantic City. 
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THE€SENTINEL TIMER 


MAKES THE ORDINARY GAS WATER HEATER 


AUTOMATIC IN OPERATION 


and reduces the gas bill, because the gas heater does not have to be turned off 
The Sentinel Timer Does It 
Saves Gas 


Prevents Explosions 














Every plumbing contractor 
has a large market for this device. 

It retails at $10.00 plus 
installation charge with a sub- 
stantial discount to the plumb- 
ing contractor. 



























































PATENTED Ask your jobber or write PATENTED 


SIDE VIEW us direct. sanere vey 
Manufactured by 
THE OvEN EQuipMeENT &’ Mec. Co. 


NEW HAVEN, CONN. 








Jhe 24’ | 


LAWSON 


PIPE WRENCH 









Nipples that Satisfy! 


| And the reason they satisfy is because 
| 


they do what you expect them to do. 
They screw up easily and make an 
absolutely tight joint because the 
threads are sharp and clean. 


Order a carton today and try them out. 
lZ-inch to 12-inch, black or galvanized. 


Size 
Now Available | 


Like The Smaller Sizes | 810 Morris Bidg. 
It is All Drop Forged Steel 


Your jobber can supply you 


SMITH BROS. NIPPLE WORKS 
HAMBURG $3 gs PENNA, 


H. J. Kleinman, District Sales Manager 


Philadelphia, Penna 














THE LAWSON Mec. Co. 


CLEVELAND $3 38 OHIO 























Mention Domestic ENGINEERING when writing advertisers. 
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Save 30% to 50% 


IN YOUR OIL BILL 


By the use of an 


Oil Burning Boiler 


Bryan Heat Generator 








Steam—Vapor—Vacuum—Water 


You can now say to your customers 
they can have the heat they want 
on an economical basis. 


The Boiler that is Creating a Sensation 


Sold Through the Heating Trade on 
Exclusive Local Sales Franchise Plan 


MANUFACTURED BY 


BRYAN STEAM CORPORATION 


PERU, INDIANA, U. S. A. 
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| This &° That, Here & There 


Alex Muirhead of the firm of Muirhead & Murhard, 


| Portland, Ore., is retiring from active participation in the 
business. The company is one of the oldest plumbin 
and steamfitting establishments in the city, being locat« 
at 94 West Park street. Mr. Muirhead has spent sixt; 
years at the plumbing trade, having started in May, 1865, 
as an apprentice in Edinburgh, Scotland. On coming | 
America he worked as a journeyman in Boston, Mass 
and for thirty-eight years has been a master plumber 
‘in Portland. Sam A. Murhard, partner in the firm, has 
been associated with Mr. Muirhead for thirty-eight year 





Approximately 30 members of the Richmond Borough 
branch, Master Plumbers’ Association of the City of New 
York, were guests of the Thatcher Co., Newark, N. J., on 
Wednesday, June 16th. The making of Thatcher prod 





Richmond Borough master plumbers at Thatcher Co.’s plant 


ucts was shown the delegation, who made a thorough in 
spection of the company’s Newark and Garwood plants 
At noon the visitors were taken to the Newark Athletic 
club, where luncheon was served and short talks made. 
W. H. Pennell, 723 N. W. 34th court, Miami, Fla., has 
been awarded the plumbing contract on the $62,000 ware- 


| house for the Goodyear Tire & Rubber Co., at 25 North 
| 25th street, in that city. 
| 


George H. Keefe, St. James building, Jacksonville, Fla., 


| has been awarded the heating and plumbing contracts on 


the $500,000 Park Lane co-operative apartment building 
being erected by the Realty Construction Co. at Main and 


| Forsyth streets in that city. 


A. C. Schirmer, Bellaire, Fla., has been awarded the 


| heating and plumbing contracts on the new school build- 


ing in that city, on a bid of $13,757. 

E. C. Hilker, West Palm Beach, Fla., has been awarded 
the plumbing contract on the addition to the South Palm 
Beach school at West Palm Beach. 

The City Plumbing Co., Meridian, Miss., has been 
awarded the plumbing contract on the new Agricultural 
High school, at Scooba, Miss. 

J. L. Powers, Bennettsville, S. C., has been awarded the 


| plumbing and heating contracts on the new $63,500 


Teachers’ Dormitory building, at Rock Hill, S. C. 
W. S. Kincaid & Son, 1240 Forest avenue, Memphis, 


| Tenn., has been awarded the plumbing contract on the 


lower part of the Columbian Tower for the Columbian 
Mutual Life Society in that city. 

The Anderson Plumbing Co., Main street, South Boston, 
Va., has been awarded the heating and plumbing contracts 
on the new Main Street Methodist church in that city 

The John H. Bickford Company, 6 Beacon street, Bos- 
ton, Mass., is preparing plans for a grade school to be 


| erected on Central street, Peabody, Mass., at a cost of 
| $130,000. 
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Sullivan & Carmody, 496 High street, Holyoke, Mass., 
have been awarded the heating contract on the school of 
theology being erected by the Franciscan Fathers, at 
Granby, Mass., at a cost of $350,000. 


Reardon Brothers, 341 Union street, Lynn, Mass., have | 
been awarded the heating contract on the new Junior 


high school at Medford, Mass., on a bid of $60,406. The 
plumbing contract was awarded the P. J. Sullivan Com- 
pany, 1652 Washington street, Boston, on a bid of $21,- 
175. 

City Engineer Joseph Williams, of New Britain, Conn., 
is considering preliminary plans for a new sewage dis- 
posal plant. The work outlined will involve an outlay of 
approximately $500,000. 


The city of Quincy, Mass., has commissioned Shepard | 


& Stearns, of Boston, to complete plans for the Junior 
high school to be erected at Granite, Center and Roberts 


streets, at an estimated cost of $400,000. Bids for | 


plumbing and heating will be asked for about July 15th. 








At the annual convention of the Connecticut Master Plumb- 
ers’ Association held recently at New Haven.—Top picture, 
left to right: H. B. Ray, C. Oakley Baring and John Feigen- 
baum, all of the Minneapolis Heat Regulator Co., New Haven. 
—Middile picture: John Kelly, manufacturers’ representative, 
New York City; L. W. White, Brunswick-Balke-Collender Co., 
New York City; R. Sanders, Honeywell Heating Specialties 
Co., Boston, Mass., and E. H. Ruppert, Excelso Specialty 
Works, Ine., Buffalo, N. ¥.—Bottom picture: B. W. Erk, E. B. 
Tracey and E. F. Phelan, all of American Brass Co., Water- 
bury, Conn, 


A piece of property at 528-534 Jackson street, Milwau- 
kee, Wis., has been purchased by W. H. Egan, of that 
city. Mr. Egan now occupies space in the building and 
he intends to remodel it and install in a portion of the 
new structure one of the finest plumbing establishments 
in the Middle West. The building is four stories high. 
Mr. Egan will put a terra cotta front on the structure and 
will add new store fronts. The total cost, when the im- 
provements have been made, will be about $100,000. 

The South Side Plumbing & Heating Co., of Madison, 
Wis., was low bidder on the heating system to be installed 
in the $110,000 grade school building being erected at 
Madison, with a bid of $14,792. C. E. Bates, Inc., of 
Madison, was low bidder on the plumbing contract, with 
a bid of $7,000. 

Ivan A. Smith, architect, Klamath Falls, Ore., will 














Tested to Insure Quality 


Before allowed to leave our factory, each Hoosier Water Service 
installation is given a rigid pumping test—to insure quality. Water 
is pumped from a depth of 22 feet, against 60 pounds pressure. In 
undergoing this test each pump must perform satisfactorily for at 
least two hours, and such precautions assure a product which will 
help you to build up a more satisfactory and profitable business. 


Catalog 115 and prices upon request. 


FLINT & WALLING MFG. CO. 
65 Oak St. : Kendallville, Indiana 














WHY 
STRUGGLE 
ALONG 


with unsatisfactory tools 
when Plomb hand forged 
tools are easy to obtain. 
We have been manufac- 
turing and selling the 
standard plumbing tools 
for the past 18 years 
Largest line to select 

from. 
Convenient, correct 

shapes. 
Reasonably priced. 
Unconditionally 

guaranteed. 

Ask your jobber to see 
these tools or write to- 
day for free illustrated 
catalog 





PLOMBTOOLC 0. 
LOS ANGELES 
SEATTLE — 67 Columbia St. 


CHICAGO 
627 West Washington Blvd. 


(Complete Stock 
arried) 











Over 1500 of these 
boards now in use. 


ASK YOUR JOBBER 
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Richmond, of 


of Senttle, Wash., and J, M. 
Senttle 


bE. HH. MeMahon, 


Bowles Co., 


hotel, 
company 


supervise the building of the Darling that city, 


investment 
Wis., 
ventilating contracts 
The cost of the 


which is being financed by an 


George & Ciemons, of Janesville, have been 


awarded the plumbing, heating and 
auditorium to be built in that city. 
$100,000. 

Hartford, Wis., have been awarded 
on a bid of $58,900, and the C. A. 
Wis., the heating contract, 


hospital is to be erected 


on the 
building will be 

Kissell Brothers, of 
the plumbing contract, 
Hooper Co., of Madison, 
bid of $44,720, on the 
in Chicago by the United States Veterans’ 


ona 
which 
Bureau. 


The heating and plumbing contracts for the addition 
remodeling of a large building at 
Neilsen & Son, Salem avenue, have been 
of that city. The cost of the 


75,000. 


to and in the Kenosha, 
Wis., 
awarded Stein & Mischler, 


entire remodeling and addition will be 


owned by EF 
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Brothers, of Green Bay, Wis., have been 
contract to install the toilets in the Mason 
school in that city. They also received the contract for 
the toilets in the Elmore school, in that city. Paul E 
Mueller Co., of Milwaukee, Wis., secured the heating 
and ventilating contracts on the Mason school, on a bid 
of $9,535. 

The Manitowoc Hotel Corporation, Manitowoc, Wis., has 
plumbing contract on the hotel, which it is 
and the steam heating con- 
The build- 


Van Oss 
awarded the 


awarded the 
Houghton, 
both of Manitowoc. 
90x120 ft. 


, is planning the construc- 


erecting, to F. B. 
tract to Harry J. 
ing will be eight stories high, 

Allen Early, 
tion of a residence of face brick and natural stone, to cost 
$75,000. W. C. Townes, of that city, is the architect. 

Woodward & Hardie, Antonio, Tex., plan the 
construction of one hundred dwellings in 
at a total cost of $250,000. 


Kellies, 


of Amarillo, Tex 


of San 
immediate 
Alamo Heights, 
Travis building, San 
work soon on 15 dwellings in 
The total cost of 


The Alamo Development Company, 
will start 
of Dreams subdivision. 


Antonio, Tex., 
their Garden 
construction will exceed $100,000. 

The Home Builders Co., of San Antonio, Tex., plans the 
immediate construction of ten model homes of six rooms 
each, at a total cost of about $71,000. 

The Sisters of Charity of Incarnate Word plan the con- 
struction of a fireproof hospital in Fort Worth, Tex., 
which will cost about $300,000. Wyatt C. Hedrick, 1005 
First National Bank building, is the architect. 

The Boulevard Hotel Co., of Galveston, Tex., has plans 
in preparation for the construction of a twelve-story hotel 


building on Boulevard avenue between 26th and 27th 
streets in that city at a cost of $1,500,000. Paul G 





KEYSTONE 


No. 734 


Vitreous China Lavatory 
ON PEDESTAL 


Sizes 20’x24” and 22’x27’ 


ALSO MADE FOR 
CONCEALED SPOUT 


OVAL BASIN 
ANTI SPLASH RIM 


Made of Two Fired Vitreous China 


KEYSTONE POTTERY CO. 


TRENTON, N. J. 
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Silber & Co., Bedell building, San Antonio, are the archi- 
te cts, 

The American Heating & Plumbing Co., of New Orleans, 
La., will remodel the heating and plumbing systems in the 
Interstate Electric Co.’s building in that city. The con- 
tract amounts to $17,800. 

Chalkley Brothers, of San Antonio, Tex., have been 
awarded the heating contract on the school building under 
construction in San Angelo, on a bid of $6,784. The Petty 


Plumbing Company, of San Antonio, was awarded the 
plumbing contract, on a bid of $7,297. 
The board of education of Brownsville Independent 


District has awarded the heating, plumbing and 
wiring contracts on the new school at Victoria, Tex., 
W. H. Putegnat Co., of Brownsville, Tex., bid 


$14,099. 


School 
to 


on a of 


The city of Cross Plains, Tex., 
for the construction of a sanitary sewage system, includ- 
Koch & Fowlers, of Dallas, are the 


is having plans prepared 


ing a disposal plant. 
engineers in charge. 

The city of El Campo, Tex., plans the immediate con- 
struction of a sewage system and disposal plant. F. J. 
Von Zuben, of Fort Worth, is the engineer. 

The Central Christian church, of Austin, Tex., is having 
plans prepared by R. L. White, architect, for a new three 
story building to cost $150,000. 


Grace Lutheran church, of San Antonio, Tex., plans the 
construction of a building of brick, concrete and cast stone, 
to cost $75,000. Ralph Cameron is the architect. 

Voelcker & Dixon, of Fort 
tects drawing the plans for the new school building to be 
erected at Crowell, Tex. will of brick, 
stone and concrete and the cost will be $80,000. 


M. 


Worth, Tex., are the archi- 


Construction be 


Brick 


B. Reilly, manager of the Pacific Northwest 














At the annual convention of the Connecticut Master Plumbers’ 
Association, held recently at New Haven.—Top picture, left 
to right: A. Krevolin, East Haven, and G. Zahnke, Bristol.— 
Middle Picture: E. P. Burns, F. C. Walker, T. J. Quinlivan 


and J, J. Axukas, all of New Britain.—Bottom picture: James 


ENGINEERING 
















Your Time Costs 


by using Phillips Self-Drilling Expansion 
Shells for fastening pipe hangers, etc., to 
concrete ceilings. As drills they cut rapidly, 
making a neat fitting hole. As a depend 
able fastening they will never work loose or 
pull out. We make them in all sizes for 
strap hangers, pipe hangers and rod hangers 













Write for circulars showing the full line of 
Phillips Self-Driiling Expansion Shells. 


PHILLIPS DRILL COMPANY 
1537 Cortland St. - - 

















Chicago 


ILLIPS DRILL COMPANY 

















The “EUREKA” Smoke 
‘est Machine fills every 
partof the plumbing, 
drainage end vent sys- 
tems without forcing the 
seals. Is easy to carry 
easy to use. Approved 


by Plumbing Inspectors 
everywhere. 


Write for Details 
—-NOW— 


BAILEY-FARRELL MFG. CO. 


Pittsburgh, Pa. 








Huntington, W. Va. Charleston, W. Va. 








Range Boilers 





Better than 99.9% are good 


D.D.WESSELS & SONS LO. 
DETROIT. MICHIGAN 


Beamon fact : 
cue KANSAS CITY. KAN 


CL AND, O10 WALK ERVILLE, ONT 








McManus, New Haven; J. A. Hall, Woodmount, and L. 8. Jol- 


ley, Duriron Co., New York City 





“Going! Going!! Gone!!!” 
The old auction cry may be sung when any kind of pipe 


except Duriron is installed to handle acids or acid wastes 


And the price of ‘‘gone’’ pipe is always high to the owner 
and user. 


Duriron drain pipe carries all acids, strong or weak, and is 


not corroded. 


Complete stocks of pipe and fittings always available for 
immediate shipment. 


Duriron is prod: 


a DURIRON 


on 


COMPANY 


DAYTON: OHIO 
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Manufacturers’ Association, will build a demonstration 
brick residence in Forest Hills on Lake Oswego. Harold 
Doty, architect, Chamber of Commerce building, Portland, 
Ore., will prepare the plans. 


De Young and Roald, architects, Portland, Ore., will 
draw the plans for a $250,000 hotel to be built at Van- 
couver, Wash., by a syndicate. . 

The Alaska Plumbing & Heating Co., Portland, Ore., 
has been awarded the plumbing and heating contracts on 
the hotel which is to be built at Broadway and Columbia 
street, by Stebinger Brothers, at a cost of $250,000. 

The Kress Co. will build a five-story structure in Aber- 
deen, Wash. The plans will be drawn by Architect R. H. 
Dobell of that city. The block will be 100x175 ft. Mr. 
Dobell is also drawing plans for a building to be erected 
on a 75-ft. frontage adjoining the Kress building. 


The Highland Plumbing Co., Portland, Ore., has been 
awarded the plumbing contract on the Roberta bungalow 
apartments at Alberta street and Rodney avenue in that 


city. ° 

A rustic resort hotel to cost at least $200,000 will be 
built at Seaside, This building is being sponsored 
by a company composed of lumbermen. It is expected to 
use all the different kinds of Oregon timber in the build- 
ing, and it will be used as an exhibit to lumber interests 
as well as providing accommodations and a headquarters 
for Oregon lumbermen. Tourtellotte & Hummel, Port- 
land, are preparing plans for the unique structure. George 
L. Hutchins, Broadway building, Portland, heads the com- 
pany that is behind the project. Five acres fronting the 
ocean will be used as the grounds. The building will be 
three and one-half stories and will contain 150 rooms. 


Ore. 


W. Herbert Graham, of Oakland, Calif., past state presi- 






























HE same skill and 
shrewdness that have 
made the Porden Co. 
leaders in their line, en- 
abled them to see the big 
advantages of selecting 
Paterson Hot Water 
Service Heaters to fur- 
nish 423,375 gallons of 
hot water per month to 
supply 2,000 people in 
this gigantic building. 
All ‘‘chance”’ is eliminated 
when Patterson Hot Wa- 
ter Heaters are installed. 
They must make good 
because a 45-year old 
concern guarantses that 
they will deliver all the 
hot water required, as 
fast as needed and as quickly as it can be drawn. 


The owners of thousands of buildings in every section of 
the country testify to the efficiency and durability of the 
Patterson. 






Please write for Catalog and list of users in your section. 


The 


Patterson- 
Kelley Co. 


106 East 40th St. 
New York = 


Patterson 


— wens, 














HOT WATER 
HEATERS 
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dent of the California Master Plumbers’ Association, and 
author of a proposed plumbing code for small communi- 
ties, which was endorsed by several trade organizations, 
has announced his candidacy for state senator from the 
fourteenth district of California. 















f 


| inn 





J. F. Carthey of Salt Lake City, Utah, and Rex W. Williams, 
Ltah representative of EverHot Heater Co., Detroit, Mich. 


Wilder & White, New York City architects, are prepar- 
ing plans for the state capitol building, to be built at 
Olympia, Wash. It is expected that plans will be ready 
for contractors’ figures by the last of July, at which time 
W. R. Wilder will be in Olympia. 

Hurley & Leichnitz, Yakima, Wash., have been awarded 
the plumbing, heating and ventilating contracts on the 
two dormitories to be built at the Ellensburg Normal 
school, on a total bid of $24,500. 

J. L. Graham, Clearwater, Fla., has been awarded the 
plumbing and heating contracts on the addition to the 
North Ward school at Bellaire, Fla. 
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KALAMAZOO 
Water Supply System 


is the result of 16 years of pump building 
experience—and those 16 years have taught 
us how to make good pumps. 


me. * = 
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PERE eeare 


A system that is fully automatic and 
noiseless; that requires no attention except 
oiling —- that’s the New Kalamazoo. 
Service calls will not eat up your profits 
on this pump. 


National Water Lift Co., Kalamazoo, Michigan 
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ANOTHER LIMERICK VICTORY TO THE LADIES 
Miss VEEKAY, of Amherst, Mass., takes the last Limerick 


ntest in a walk. She said: 
much easier to make a last line for. If you don't think so, 
st look at all the last lines I am sending you!” 
The Limerick ran: 
There was a plumber from Piute 
Who was most awfully ciute; 
Went to fix a bad leak 
But he let out a shriek 
And this versatile young lady hands us the following last 
When he found he had on his best siute! 
or ‘Cause he tripped over a basket of friute! 
or When a mouse jumped into his biute! 
or What he saw is our cause of dispiute! 
Maybe Miss VEEKAY could propose one—or maybe some 
f the other fans have a good Limerick that might be dusted 


. 


off and sent in for other fans to work on. 


THE FEARFUL PUN 
“Philip ate something that must have poisoned him.” 
“Croquette.” 
‘No, not yet, but he’s pretty sick.” 
F. 0. B., Philadelphia. 
IT’S TIME THEY GOT TOGETHER 
PERSONAL—B. V.: Come home at once. D. 
(An advertisement in the Chicago Tribune.) 


THEY'RE ANGELS—JUST CHERUBS, THASS ALL! 

A spinster lady was so shocked at the language used by 
two telegraph linemen that she remonstrated to the company. 
investigation brought the following report from the fore- 
man: 

“Me and Bill Fairweather were on this job. I was up on 
the telegraph pole, and accidently let the hot lead fall on 
Bill. It went down his neck. Then he saii: ‘You really must 
be more careful, Harry.’” D, P. O., Montgomery, Ala. 

FAMOUS PARTNERSHIPS 
Ebb & Flow 
Go & Jumpinthelake 
Stop & Think 
Nip & Tuck 


Gowayback & Sitdown 





A. Fool & Hismoney 

Forever & Ever 

Time & Tide 

Such & Such 

Down & Out 

Black & Blue 

Allwool & 

Rough & Ready 
—JUDGE. 


Ayardwide 


THEY STILL TELL THIS ONE 

‘wo countrymen went into the big city to buy clothes. 
They wanted to look right smart on Sundays. Everybody 
‘greed that the new clothing was all that could be asked. 
\iter a few weeks, though, one of them noticed that his coat 
began to show creases. 

You ought to have a coat hanger, Bill,” suggested a friend. 
\ few days later the friend asked if the coat hanger was 
itisfactory. 

it's all right,” grumbled Bill, “but the wood hurts my 
shoulder blades and the hook shoves my hat over my eyes.” 


S 


Now that school’s out, the whoop of the Indian will be 
heard in the empty lots, mingled with the shrieks of little 
Sisters whose dolls are being scalped. LY T. 


“Your latest Limerick was ever | 






































DISTINCTION 


The C & § Shower Door adds 
a touch of distinction to the 
finest bathroom fittings. Its 
heavy plate, glass and gleam- 
ing nickel silver are as beauti- 
fut as they are serviceable. 


And there’s a C & S Shower 
Shield made especially for 
built-in tubs. 





Details on request. 


ORDER FROM YOUR JOBBER. 


CRIST & SorLRES COMPANY 


500-508 37th St. Pittsburgh, Pa. 








’ door that opens way to bigger profits 
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| Swimmi. 
| wimmuing - “[’ool ews 
s The Sanitary Swimming Pool Company, Ponca City, 
' Okla., has been incorporated with a capital of $25,000 by 
oe A. L. Bofan and Charles F. Martin. 
fo Various civic organizations of Winters, Calif., are back- 
-% ing the movement to establish a 20-acre park, to include a 
bo a swimming pool and other attractions. 
Kk. C. Farmer, president of the Country Club, Hender- 
™ son, Ky., will have a concrete swimming pool constructed, 
at a cost of about $25,000. 
A. L. Putnam has awarded the general contract for a 
private swimming pool at Wrentham, Mass., to the M. W. 
‘ Allen Construction Company, Walpole, Mass Metcalf & 
‘ Eddy, 14 Beacon street, Boston, prepared the plans for 
f the project 
; H. 
? ° ? 
: entral EHeating 
The Faribault Woolen Mills, 129 N. W. Fourth street, 
Faribault, Minn. is taking bids on the construction of a 
° ' aa 
4 central heating and power plant, to cost about $50,000. 
A combined central heating plant and laundry building 
7 is to be constructed at San Gorgonio tubercular sani- 
iarium near Beaumont, Calif. 
The Menzies Shoe Co., Fond du Lac, Wis., which is 
Pe | constructing a branch plant in Cookeville, Tenn., is plan- 
} ning to build a central heating plant. 

‘ . A central heating plant is to be constructed at the 
Clark grade school, Flint, Mich. J. L. Pierce, 909 F. P. 
rr Smith building, is president of the board of education. 

‘1 
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You can be sure of quality and superior workmanship 
‘ when you buy McShane Plumbing Fixtures; they're 
| built in. 

. | . Yet here's a superior product at prices no higher than 

} you pay for the ordinary kind. You never need to 
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The State Department of Administration and Finance 
State Capitol, St. Paul, Minn., is about to award the c 
tract for the construction of an $85,000 central 
plant at the State Teachers College, Duluth, Minn. 


heating 


The city of North Milwaukee, Wis., has announced 
that it will construct a comfort station there and the bids 
are now being taken for the plumbing work. The build- 
ing will be 16x25 ft. W. E. Chase is city clerk, and the 
architects are Siebert & Kegler of Milwaukee, Wis. 

Bids will taken for the 
eight-story hotel at First and Pearl streets, Council Bluffs, 
$400,000 by the Eppley Hotels Co., head 


soon be construction of an 


Iowa, to cost 














Two Plumbing Shops on Wheels belonging to Dietz & Reeve 
Plumbing Co., Salt Lake City, Utah 


office at Hotel Fontenelle, Omaha, Nebr. H. L. Stevens & 


Co., 30 North Michigan avenue, Chicago, are the architects. 
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worry about a job you've installed McShane Fixtures 
on; both ine quality and the price suit your customers. 
McShane Fixtures are described in detail in the Do- 
mestic Er gineering Catalog Directory; ask us for 
reprints of the pages. 





SSHANE BELL FOUNDRY CO. BALTIMORE.MD. 
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“The Name is SHERWOOD 
ne inameée 1S OFTLCIKIN VW WV 


—A\nd you needn't be a Sherlock Holmes to find that out. When 
you re looking for a ball-cock that combines simplicity with rugged- 
ness and quiet-plus operation, you'll inevitably turn to Sherwood. 


Of course Sherwood Ball-Cocks cost a little more, but the differ- 
ence is in quality. When you're installing a high-grade bath- 
room, don’t curse the whole job with a poor ball-cock. Your 
customer will thank you—and the trouble-free service will pay you. 


There’s nothing to get out of order on a Sherwood BallCock. 
One pin holds all parts in place. All wearing parts are of bronze 
with steam metal seat. Shuts off without whistling under any 
city water pressure. Ask your jobber. 


| 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. - Detroit, Michigan 
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_End Your “Top Floor” Troubles 


—when other valves fail to function, due to low pressure 
and small volume of water 


—with the 


—< 
atrous 


Flush Valve 


HEN the valve is in position on the 

bowl with which it is to operate, and 
the water pressure turned on, the simple turning 
in or out of the regulating screw (A in diagram) 
supplies the exact amount of water needed to 
make the closet bowl flush perfectly. This 
adjustment, when made, remains permanent. 








No adjustment is necessary to take care of 
variations in water pressure. 








Every time the valve is flushed, the plunger B 
is raised off its seat C, leaving an opening through 
which grains of sand, etc., can be washed out of 
the port. 





Having a 25% larger diaphragm-area in the 
control chamber, the Watrous valve functions 
perfectly under low pressure conditions where 
other valves fail. 


Having a larger water-way per second of opening, 
the Watrous valve delivers water with sufficient 
volume and ‘“‘punch’’ to flush a bowl in spite of 
unfavorable conditions. When the volume of 
water supplied to the valve is not sufficient to 
enable competitive valves to effect a flush, the 
Watrous valve will do so. 





PLUMBING DIVISION 


Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks —- Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 





1231 West Harrison Street CHICAGO 
BRANCH OFFICES 
Room 514, 51 East 42nd St. W. E. Blair, Jr., c/o Coronado Hetel Chas. S. Anderson 
New York, N. Y. St. Louis, Mo. 6614 Minne Lusa Ave. 
Omaha, Neb. 
M. D. Keyes, 1855 Crawford Road Finney Wheeler, 205 Brush Creek Blvd. Continental Sales Co. 
Cleveland, Ohio Kansas City, Mo. 924 Metropolitan Life Bidg. 


i Minneapolis, Minn. 
i H. D. Tuck, 404 Marquette Bidg. R. J. Shank, 724 Grand Ave. Wm. P. Horn Co., 237 Rialto Bldg. 
: Detroit, Mich, Des Moines, Iowa San Francisco, Cal. 


L. C. Coombs, 1234 S. Broadway, Los Angeles, Cal. Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 58 
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ANY of you are undoubtedly 
M planning an automobile trip 

over the week end of the 4th of July that will 
take you through a number of cities for the first time. 
It would be interesting to note, if you are one of those who 
plan such a trip, the number of merchants in the different 
places using Blackboard Epigrams in their display win- 
dows. You will find they are not limited to plumbing 
and heating shops alone. 3rocers, dry goods merchants, 
cigar stores, gasoline filling stations and a hundred and 
one other businesses are using them every day, and, if 
you observe closely in passing through the various towns, 
you will no doubt be quite surprised at the number of 
users. 

It would be an excellent idea if you, who are already 
using epigrams, as well as you who have not yet started, 
would keep your eyes open. It is an exceptionally good 
opportunity to pick up ideas on new ways of displaying 
epigrams. No two blackboards will be found to be exactly 
alike. Size and shape is one point where much variation 
will be found. Many different ways of finishing up the 
board and placing the epigrams will be encountered that 
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should help you to make your board a little more attrac- 
You will also run across some interesting window 
displays. Many merchants will have decorated their win- 
dows especially for the holiday, and they will contain 
some good suggestions for future use. A trip of this kind 
is a wonderful opportunity for an interchange of ideas. 
It brings merchants into one another’s community, and 
even if they do not get an opportunity to talk with each 
other, much can be gained by observation. 

It is hard to find a better means of advertising, taking 
into consideration the cost, than Blackboard Epigrams. 
In fact, we do not believe there is anything that can take 
its place. There is very little work connected with this 
kind of advertising. All that is necessary is to make a 
board and write an epigram on it each day. The black- 
board will last for many years and can be made to look 
like new by washing it with plain water. The only cost 
of upkeep is for the chalk. We supply with seven 
new ones each week. 

Here is next week’s quota: 


tive. 


you 


Bowing to circumstances is apt to be forced politeness. 
. ” . 

A good bluff makes more noise than great riches. 
e* ¢ @ 


It is never too late to unmend in the divorce courts. 
. + * 


Temptation never fails to come to those who wait. 
* « ®*@ 


Wish some one would find a substitute for money. 
* t . 


interested in yourself alone, and you will be alone. 


Be 
6 


When she sets the clock ahead, it’s you who are slow. 








THE 
MULTI-TUBE 





Hudson Terminal Bidg., 
New York, N. Y. 








LoveKo 


A NEW LOVEKIN PRODUCT 





Here is a gas w 
Its multi-tube design in connection with other patented fea- 
tures assure a constant and plentiful supply of hot water 
without attention and at extremely low fuel cost. 


Retail Price $105 — Liberal Discounts. 


Full details regarding the new “LOVEKO” and other 
Lovekin water heaters will be gladly furnished on request. 


There are a few territories still open for distributors. 


THE LOVEKIN WATER HEATER COMPANY 


Executive Offices and Factory 


WATER 
HEATER 


ater heater which has real selling points. 


21-43 Laurel Street 
PHILADELPHIA, PA. 


122 So. Michigan Ave., 
Chicago, Illinois 
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} WINS!! 
% 
pt Every Josam entry at the N. A. 
M. P. Convention at Louisville 
3 was “in the money.’’ 
Read the list of Winners! 
I 
| Josam Drains for 
; Floors 
Roofs 
ver Urinals 
st Showers 
a | Swimming Pools 
, 84 Gutters 
-* Cornices 
da Be Drinking Fountains 
| Elevator Pits 
Garages 
| . Hospitals 
| Josam 
a ‘ Check Valves 
Back Water Traps and Valves 
| 7 Expansion Joints 
: : Vent Stack Sleeves 
gee" «| Soil Pipe Connectors 
be Concrete Inzerts 
Pa¢ [ Eccentric Flange Unions 
Combination Closet Fittings 
‘ Instant Water Heaters 
‘sed dt 
°. | 
j. Josam Products are sold by all 
“| plumbing and heating jobbers. 
: THE JOSAM MANUFACTURING CO. 














Sales Office: 
4902 Euclid Building 
‘ CLEVELAND, OHIO 


Factory Office: 
Canal Street 
MICHIGAN CITY, IND. 
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PATENTS 


| Plumbing Department 


1,583,128. Laundry-Tub Cock. William Bird Dule, 
Winnetka, Ill., assignor to Street & Kent Mfg. Co., Chi- 
| cago. A faucet structure including integral hot and cold 
water supply valves, a swivel spout associated with said 
structure, dependent sockets, tub engaging clamps, and 
shanks thereon within said sockets to permit 
movement of the structure due to expansion and contrac- 
| tion of the water supply piping. 


movable 








Xs 47 

















j-~ 


1,583,128. 





43 “s 


1,588,644. 

588,644. 
| Anderson, Chicago. 
train toilets, a flushing lever, a riser operatively connected 
thereto, trip mechanism for the pan releasably connected 


Automatic Control for Toilets. Harry Guy 
In automatic controls for single pan 


to said riser, and automatic control mechanism whereby 
| said connection is rendered operative through movement 
of the train and inoperative through nonmovement thereof 


1,587,830. Liquid-Soap Dispenser. Herman E. Heine, 
Milwaukee, Wis., assignor to Bradley Wash-Fountain Co. 
In a liquid soap dispenser the combination of a case hav- 
ing a receiving chamber and an inlet passage opening into 
said chamber, a cap removably attached to the case and 
having a discharge chamber opening into the receiving 
connected with the discharge 
plunger fitted in the receiving chamber and 
provided with a valve for closing the opening between said 


| chamber, a delivery spout 


¢hamber, a 





1,587,830. 1,587,967. 


chambers, an operating stem attached to the plunger and 
extending through the discharge chamber, said plunger 
being provided with a passage connecting the parts of the 
receiving chamber on opposite sides of the plunger, 4 
spring holding the valve normally against its seat, and an 
| inwardly opening check valve in the inlet passage. 
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1,587,967. Waste Fitting for Lavatories and Method 
of Making the Same. Alexander W. Limont, Bridgeport, 
Conn. The herein described method of producing waste 
fittings from hollow drawn metal, which consists in draw- 
ing the metal to produce a relatively thick end portion and 
a relatively thin skirt portion in continuation of said rela- 
tively thick portion, bending said thick portion at one end 
to produce a relatively thick laterally extending flange and 
a relatively thick cylindrical wall portion adjacent said 
flange, and cutting internal threads in said relatively thick 
cylindrical portion. 

. . 7 

1,587,995. Water-Elevating Apparatus. Herman 
Walch, Fessenden, N. Dak. A water elevating apparatus 
comprising a tank having a valve controlled air inlet, a 
valve controlled burner located within the tank, a float 
pivotally mounted in the tank, means operatively connect- 
ing the float with the burner valve to open and close the 
same as the float moves, means connecting the float with 
the valve of the air inlet, means for leading water into 
the tank and means for leading water out of the tank. 






r 








1,587,995 





” 
. 1, 


w 
. 


588,084 


1,588,084. Combined Electric Range and Water Heater. 
Philip F. Apfel, Seattle, Wash. In apparatus of the char- 
acter described, a water containing tank provided with 
water supply and drawoff pipes disposed in vertically 
spaced apart relation, a warming closet extending into the 
water space of said tank, a door for the opening of said 
closet, a water-tight receptacle extending into said tank in 
spaced relation below the oven, and an electric heating 
element provided within said receptacle for heating the 
oven through the medium of water within the tank. 

* + * 

1,588,019. Toilet Seat. William A. Gitter, Akron, 

Ohio, assignor to The Goodyear Tire & Rubber Company, 


/ 





1,588,019 


Akron, Ohio. A unitary toilet seat comprising curved side 
portions of relatively thin section, each reinforced by a 
rib disposed substantially along the center line thereof and 
extending at the base of the seat into a hollow apertured 
portion, having secured thereto a plurality of hinge lugs. 











| Pipe Cutting and 
Threading Machines 


Economy — Speed 
Reliability 


It doesn’t require a skilled operator to get 
results with a CURTIS. Using the easy 
method of threading—-by holding the pipe 
stationary and revolving the light die head 
| around the pipe—the CURTIS turns out fast, 
clean, accurate work in the most economical 
| manner. 
| 





THE CURTIS & CURTIS CO. 


318 Garden Street Bridgeport, Conn. 


Our Engineer 
ing Depart 

ment will 
gladly consult 
with you re- 
garding your 
present needs. 
Write for de- 
tails. 


The CURTIS 
is made in a 
full line of 
Hand, Belt 
| and Electric 


models with a 
range of !4-2 
inches to 8-16 
inches. 
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1,588,799. 
Glencoe, Ill. 


Protective Cover. Gustaf Albin Nilson, 
A cover of the character described compris- 


ing a substantially flat body portion, a plurality of clamp- 
ing members adjustably mounted thereon to project from 























1,588,799 
one face thereof and a plurality of 


mounted on the other face thereof. 
- * + 


1,588,444. Pipe Joint. Harry Y. Carson, Birmingham, 
Ala., assignor to American Cast Iron Pipe Company, Bir- 
mingham, Ala. In a pipe joint of the class described, 
including co-acting bell and spigot ends of two adjacent 
pipe sections, a radially disposed outstanding bead formed 
on the terminal of the spigot end, said bell end being 
provided with a socket terminating in an inner, annular 
shoulder, said socket being adapted to receive the bead 
on the spigot and said bead having its peripheral edge 
loosely contacting with the wall of the socket to slide 
longitudinally along the same, an annular chamber pro- 
vided in the socket in spaced relation to the end of the 
bell to provide an outer overhanging flange, a portion of 
which is cut-away to form an entrance opening, a remov- 
able locking ring surrounding the spigot at the mouth of 
the socket and formed in independent sections, said sec- 
tions having circumferentially-alined flanges and adapted 
to be passed through said entrance opening and received 


holding members 








Remember 
the Name 


When Ordering Torches and Fire Pots 


July 3, 1926 


and held in said chamber by the engagement of the flan -es 
of the ring sections with the overhanging flanges of he 
chamber, and a flexible packing disposed around the spi~ot 
and within the socket and contacting with the inner wll 
of the bead on the spigot and also with said locking rig, 
whereby the pressure of the fluid in the pipe acts upon 
the rear end of the spigot and the bead to move the spi-ot 
and the bead to uniformly compress the packing. 








4 1,588,444. 1,589,178. 


1,589,178. 
cisco, Calif. 


Faucet. James William Kenyon, San Fran 
A faucet comprising a valve cage having an 
outlet and an inlet opening therein and formed with a 
tapered seat, a hollow tapered valve adapted to rest on 
said seat, said valve being closed at one end and open at 
the other and having a plurality of ports, a cap secured 
to said cage completing the closure of the cage adjacent 
the open end of the valve, a stem projecting from the 










“DETROIT” 

















No. 50 Fire Pot 


material. 







punishment. 


If any fails to give satisfaction, an 
adjustment will be made, gladly. 


The Detroit Torch No. 2 has a heavier gauge 
tank than most torches, and is reinforced at 
handle and burner collar. 
is obtained by preheated gas. 


The Detroit No. 50 Fire Pot has a large fire but a small gas consumption. 
Every point of strain is reinforced, and the No. 50 can take all sorts of 


Over 100% sales increase every year is the reward 
of the good service rendered by Detroit Torches 
and Fire Pots. Each Detroit product is guaran- 
teed against imperfection in construction or 


Perfect generation 









DETROIT TORCH & 


DETROIT, MICHIGAN 


O car C. Anderson, 627 Washington Bivd., Chicago 


New York Office: 


Canadian Rep.: Geo. P. Fraser, 39 Tyndale, Toron:o 
Kettman & Ten Eyck Sales Co., 326 S. San Pedro St., Los Angele: 
Louis Williams & Co., Nashville, Tenn. 


MFG. CO. 


45 Warren St. 




















July 3, 1926 


closed end of the valve through the tapered end of the 
caze having a handle thereon, a spider at the open end of 
the valve and a spring tensioned between the spider and 
the inside of the cap. 


Heating Department 


1,587,798. Oil Burner. John A. Owen, Houston, Tex. 
An oil burner including a tubular body, one end of which 
is partly closed by a transverse web having a central bear- 
ing around which are perforations and the other end being 
formed. with a stuffing box, a nozzle secured on the first 
named end having an internal mixing chamber, and a 
transverse discharge slot, said body being contracted inter- 
mediate its ends forming a steam chamber and a fuel 














iio 
1,587,798. 


chamber, a fuel conducting tube, one end of which is se- 
cured into said contracted portion and the other end of 
which is fitted through the central bearing of said web 
and is provided with a contracted discharge nozzle, a 
valve having a spiral groove and controlling said dis- 
charge nozzle, said valve having a stem which extends 
through said tube and stuffing box, inlet lines, one enter- 
ing said steam chamber and the other two entering said 
fuel chamber. 
* * a . 

1,588,662. Oil Burner. yeorge K. Cogswell, Darlow, 
Kans. An oil burner including a flat circular disc having 
four eccentric upstanding ribs integral therewith, said 
disc being provided with a centrally positioned aperture 
for admitting liquid fuel, the innermost of said ribs sur- 
rounding the central aperture of said disc to constitute a 
passageway for the fuel, the second of said ribs having its 
upper edge at a higher level than that of the said inner- 
most rib and forming therewith a combustion cup, the 





1,588,662. 
third of said ribs having a height less than that of the 
second of said ribs but greater than that of the said inner- 
most rib and forming with said second rib an annular 
overflow chamber for the fuel, the fourth of said ribs 
being adjacent the periphery of said disc and having its 
upper edge at a lower level than that of the second of 
said ribs, a plurality of pairs of radial ribs integral with 
and connecting said third and fourth concentric ribs, each 
pair of said radial ribs forming a tuyére for the passage- 
way of air, said third rib being cut away between the ribs 
of each pair of said radial ribs, and removable covers for 
said tuyéres, 
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No Man Is Better 
than His Arteries 


and no hot water heater is better than 
its coils. Small coils, that soon plug 
up, interfere with circulation and 


lessen hot water delivery. 


Big coils——and Paracoil Domestic 
Heaters are noted for big coils 
assure long life and real hot water 
satisfaction. 


Paracoil Heaters are guaranteed both as to 
workmanship and performance. The coils are 
seamless drawn copper. There are no brazed 
joints, no chance for rust. The construction is 
simple and the installing is simple. 


Write us for prices and installation data. 


DAVIS ENGINEERING CORP. 


90 WEST STREET NEW YORK 
Factory: Elizabeth, N. J. 


Also Mnfrs. 
Apartment 
House Size 
Instan- 
taneous 
Water 
Heaters 


Water Heater 
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A HOTEL OF CHARACTER 


HE character of a hotel is indicated by the 

class of people to whom it caters. When 
leaders in the business and professional worlds 
visit Cleveland, their friends seldom ask in 
what hotel they may be 
found It is expected that 
they will make The Hollen- 
den their home when in 
Cleveland 









There is an atmosphere of 
homelike comfort, efficient, 
yet unobtrusive service, and 
acharm of surround- 
ings about The Hol- 
lenden which makes 
the guest feel immed- 
iately at home 


Write for our illustrated 
book 


800 ROOMS 
800 BATHS 


Ample garage 
facilities 


sp , sc 
A new addition, now under construction, will provide 
250 more rooms and a joo Car, fireproof garage. 


In Cleveland -ité 


THE HOLLENDEN 


Theo. DeWitt, Manager 
Superior Avenue at East Sixth Street 
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DOMESTIC 
Your Best Bet: 


ALWAYS RELIABLE” 
TORCHES AND FURNACES 


‘ They have been on the market for just 50 
During that time they have built up 
a wonderful reputation on quality and 
merits. 


years. 





You should use them and receive better 


results. 


Jobbers supply at factory prices 


Otto Bernz Co. Inc., Newark, N.J. 


Offices in New York City, Chicago, Fort Worth, Denver 
Helena, Mont., San Francisco, Los Angeles, "Seattle, 
and St. Thomas, Ont. 


Easy to Sell --- 
A Size for Every Job 


Install a ready-built Kaustine Tank and 
be sure of a satisfactory installation. 


Made of Armco iron. Special patented 
design. 


Send for Booklet 206 answering ques- 
tions about installation and filtration bed. 
Low prices. 


KAUSTINE COMPANY, INC. 
Buffalo, N. Y. 
In Canada; Kaustine Mfg. Co., Led., 






Covered By Several Patents. 
NO. 463 QT. NO. 64 PT 


Fer gasoline 
FULLY GUARANTEED 


par ric 
TANKS 


Ready 
Built 





Dundas, Ont 


Gustine 











ATER SYSTEM 





ELCO-LIGHT Water Systems are 
made for shallow wells or deep 
wells-—on central station or farm 
electric plant current—in a variety 
of types and sizes to meet all possi- 
ble requirements. And every pump 
bearing the Delco-Light name is 
absolutely dependable—built to last 
for years without repairs or replace- 
ment. 
Write today for the complete catalog 
of Delco-Light Water Systems. 


DELCO-LIGHT COMPANY 


Dept. Q-112, DAYTON, OHIO 
Subsidiary of General Motors Corporation 


™ DELCO-LIGHT 


WATER 
SYSTEMS 
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1,588,834. Drying and Ventilating Method and Appara- 
tus for Material-Drying Plants. Edward L. Hogan, De- 
troit, Mich., and George S. Witham, Jr., Hudson Falls, 
N. Y., assignors to American Blower Company, Detroit, 
Mich. The combination with a web drying machine of the 


of a hood arranged to extend over the 
said hood having double wall portions providing a 


heated roll type, 
rolls, 
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chamber therebetween and having an outlet from 
chamber leading toward the rolls, means for supplying air 
to the said chamber in the wall of the hood, means for 
delivering heated air beneath the rolls, an exhaust apron 
for carrying off the vapors located at one side of the ma- 
chine, and suction means connected with said apron. 





said 


* * a 
1,589,052. Liquid-Fuel Burner. Lewis A. Cocklin, 
Griswold, Iowa. In a liquid fuel burner, an upright, 


annular chamber having its outer wall provided with an 
annular flange projecting outwardly from its upper end, a 


ae meni abe mn 








distributing-ring in the chamber, an asbestos wick on said 
ring, a supply pipe communicating with the chamber, 4 
spreader-cap on the inner wall of the chamber inwardly 
of the flange, said flange being provided at intervals 
radially thereof with a series of annular depressions, each 
outer depression being disposed in a plane above an inner 
depression. 











Little Giant 
Radiator Hangers 


One bolt adjustable hangers, that are distinctly superior in 
workmanship and materials. 












Little Giant Radiator Hangers are so con- 
structed that they will stand any stress or strain. 
The Hanger Plate is made of Boiler Plate Steel. 
The Foot Piece and Back Plate are of malleable 
iron cast in one piece. No cast iron is used. 
Little Giant hangers allow both vertical and 
horizontal adjustment and are not visible after 
being installe 


Distributed by U. S. Radiator Corp. 
Sold by All Leading Jobbers 


Little Giant Mfg. Co. 


1927-31 Nicollet Avenue 





1000 Island House 


Rest and play in the heart of Alexandria Bay amidst 
sixty miles of picturesque islands, with the waters of the 
old St. Lawrence cooling their shores. The 1000 Island 
House offers spacious modern accommodations to more 
than a thousand guests. Golf, swim, canoe, fish, hunt 
and go motor-boating in the scenic grandeur of the 1000 
islands. 


Write for illustrated booklet, road maps and rates. 


WM. H. WARBURTON, President and Treas. 


"In the Venice Alexandria Bay 
of America’ New York 























Minneapolis, Minn. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





SALESMAN: 


cialties., 


reference, 
land, Ohio. 


Wanted — Fifty salesmen throughout 
the United States, experienced, selling 
through architects, 
Positively the best article 
Excellent op- 


plumbing goods 
jobbers, etc. 
of its kind on market. 
portunity for the right men to make 
Give full particulars first 
letter. Address Key 615, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 


big money. 


Confidential. 


east. Address 605, 
ing,” 1900 Prairie Ave., Chicago. 





Situations Open 


SALESMAN: MUST BE ACQUAINTED 

with plumbing trade. 
a high grade line of plumbers’ 
water works brass goods. 
information as to former connections 
and experience must be given in first 
Address Key 622, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 


WANTED—YOUNG MAN FOR OFFICE, 
experienced in plumbing supplies. 
opportunity for advancement. 
with references to Key 633, 
“Domestic Engineering,” 1900 Prai- 
» Ave., Chicago. 7-3 


PLUMBERS WANTED — NON-UNION, 

Illinois licensed men preferred. 
$1.00 per hour to start with. 

steady work for right men. 
.ey 632, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 7-3-10 
SALESMAN WANTED—BY BOSTON 


branch of a boiler and _ radiator 
manufacturer. For Boston and vicin- 


State experience. Address Key 
“Domestic Engineering,” 1900 Prai- 
Ave., Chicago. 7-3 


WANTE D: RADIATOR AND BOILER 
salesmen for Pennsylvania districts. 

Address Union Radiator 

Company, Johnstown, Pennsylvania. 


Situations Wanted 


MANAGER-EXECUTIVE — OFFERS 

his services to medium size manu- 
facturing plant desiring new blood in 
business. Can organize, system- 
analyze; competent to assume 
Can handle manufactur- 
ing, sales, advertising, etc. Technically 
trained. Of especial value to concern 
desiring to expand or to one that has 
become stagnated. Location, preferably 
“Domestic Engineer- 


charge, 


POSITION 
calling on the 
the past ten years. 
of references. 
Havana, Il. 


POSITION 
ager. A hustler. 


To sell direct 
and 
Age and full 


TO SELL DIRECT TO 
the trade a complete line of plumb- 
' high grade brass goods and spe- 
Texas, Oklahoma and Kansas 
territory. Give age, experience and 
The Ajax Brass Co., Cleve- 


ferred. 
gineering,” 


PATENT 


+ + a 


Miscellaneous 


SENSE—VALUABLE BOOK 
(free) for inventors seeking — 
Sonenved Profits. Write Lace 
8t., Washington, D.C. 


Pipe Machine 


WANTED 
Illinois plumbers for 


WANTED—SALES MAN- 
Open for engage- 
ment either in full charge or to handle 
important branch not as productive as 
desired. Technically trained. Can sell 
and manage others. 
gish sales. 


Stimulates slug- 
Fully experienced. Loca- 
tion east, south or New England pre- 
“Domestic En- 
1900 Prairie Ave., Chicago. 


Address 606, 


8 por specialize in 
ew 





Big jobs 
Address 


town Ave., 


PLUMBERS’ 


@ 12% 
RED. ELLS 


Send fer samples and prices 
“How to Simplify the Work in the Plumbing 
Heddon Heigh 


Haddon Bin Label Ce., 


TREASURY 


July 6, 1926, 
at the U. S. 
House, Chattanooga, Tenn. 
specifications 





and 


pipe machines oecdag in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


THE O’BRIEN MACHINERY CO. 
113 N. Third Street 


Long Distanes Telephone 
. Cable Kddeee On 


ESTIMATE AND CONTRACT BLANKS, 
time cards and job tickets, illustrated 
stationery, etc. Prompt delivery, 
for samples and prices. Address Ger- 
mantown Duplicating Co., 6839 German- 
hiladelphia, Pa. 


BIN LABELS 


ho gaa Pa. 


OBRIEN | Philadelphie 














Government Proposals 


D. C., June 7, 


DEPARTMENT, SUPER- 
vising Architect's Office, Washington, 
1926.—Sealed proposals 
will be opened in this office at 3 p. 
for a new toilet room, 
Post Office and 











SUBSCRIPTION RATES 
United States and possessions 
and all countries to which U. S. 
domestic postal rates apply; and 
Canada: 

1 Year, 52 Weeks... .. . $2.00 
i 
Foreign Countries, 1 Year 4.00 


from the Custodian, U. S. Post Office 
and Court House, Chattanooga, Tenn., 
or from this office in the discretion of 


the Supervising Architect. Jas. 


Wetmore, Acting Supervising Architect. 

TREASURY DEPARTMENT, Super 
vising Architect's Office, Washington, 
D. C., June 14, 1926. Sealed proposals 


will be opened in this office at 3 p. 


July 7, 1926, for repairs to the Mechan- 
ical equipment in the U. S. Treasury 
and Liberty Loan Buildings, Washing- 


ton, D. C. Specification may be 


tained from this office In the discretion 


of the Supervising Architect Jas. 


Wetmore, Acting Supervising Archi- 


tect. 


TREASURY DEPARTMENT, Super 
vising Architect's Office, Washington, 
D. C., June 16, 1926. Sealed proposals 


will be opened in this office at 3 p. 


July 9, 1926, for removing the present 
boiler, ete., and furnishing and install 


ing one new Portable, smokeless, 


box heating boiler, ete, at the United 
States Post Office and Court House, 
Meridian, Miss Drawings and specifi- 


cations may be obtained from the 


todian, U. S. Post Office, and Court 
House, Meridian, Miss., or from this of- 
fice in the discretion of the Supervising 
Architect Jas. A Wetmere, Acting 


Supervising Architect 


TREASURY DEPARTMENT, Super- 
vising Architect's Office, Washington, 
D. C., June 17, 1926.—Sealed proposals 


will be opened in this office at 3 P. 


July 12, 1926, for removing the present 
boiler, and furnishing and Installing 


one new portable, smokeless, fire 
heating boiler, ete., and plumbing 


pairs, at the United States Post Office, 
Anniston, Ala Drawings and specifi 


cations may be obtained from the 
todian, U. S. Post Office, Anniston, 


or from this office in the discretion of 
\ 


the Supervising Architect Jas 


Wetmore, Acting Supervising Archi- 
7-3-1( 


tect. 


Books for Your Trade Library 


™ er’ Sewerage of Bulld- 
ings homas 8S. Ainge..... 


Notes on Heatin hy Ventilation. 


By Prof. John Allen....seseee 2 


Bookkeeping and Cost Finding for 
the Plumber. By Wesley A. 
DE: nce kbesscntddestdvrdenevecs 

steaaes Practical Plumbing. By 

M. Starbuck.......... eevece 
eismienaien the Plumbing Busi- 
ness. By Karl W. Zoeller..... 


Books Sent Parcel Post Prepaid 


Domestic Saginesrng, 1900 Prairie Avenue 


Clecrsption Erbamk 


DOMESTIC ENGINEERING CO. 


AVENUE , CHICAGO. 


Gentlemen: Please enter my subscription for DOMESTIC ENGINEERING to begin 


enclose \ 


‘or which 1! as ale seas 


\agree to pay} 
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EAGLE Fittings 
are made of virgin lead— 


for which there is 
no substitute 








R centuries lead has been the servant of industry. No 
other material has the same qualities of toughness, endur- 
ance and adjustability so essential to pipe, fittings, paint and 
any number of products which build up the framework of 
modern industry. When other metals break, crack, rust away, 
lead endures almost forever. 
Especially for pipe and fittings there is no substitute for 
lead—no other material capable of the same lifetime, uninter- 
rupted service to property owners. 


Eagle-Picher scientific methods of manufacture guarantee 


customer-satisfaction by offering these advantages to users of 
Eagle Pipe and Fittings: 


Only virgin metal is used in their manufacture—they are 
of standard weight with the full amount of lead per run- 
ning foot—their ends are carefully reamed out to insure reg- 
ularity and uniformity of dimension — and both inner and 
outer surfaces are highly polished, insuring against clogging. 
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Write for an interesting catalog, or any special information 
about Eagle Lead Pipe, Fittings, Traps, Solders, Babbitts and 
the new Eagle Lead Roof Flange—produced by a vast organi- 
zation which supplies both individuals and industries with a 
lead product for every lead purpose. 


The EAGLE-PICHER LEAD COMPANY : Chicago + Joplin - Cincinnati 


EAGLE 
Lead Pipe + Fittings + Solder 





Producers of lead and allied products « Eleven Plants « Branches in all principal cities 





Mention Domestic ENGINEERING when writing advertisers. 





